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Zoliner TM, Stracke S, Neumeister B, Manfras B, Boehncke 
W-H, Boehm BO, Marre R, Sterry W: Idiopathic 


CD4* T lymphocytopenia presenting as mycetoma in a 
patient with a mutation in the cystic fibrosis transmem 
brane regulator gene (letter) 1247 (Oc) 
Zone JJ, Meyer LJ, Petersen MJ: Deposition of granular Juvenile xanthogranuloma, neurofibromatosis | , and juve- 
IgA relative to clinical lesions in dermatitis herpetifor- nile chronic myeloid leukemia (letter) 1390 (No) 
mis, 912 (Au) Juvenile hog; loma, neurofib osis, and juve- 
Zonneveld IM, Bakker WK, Dijkstra PF , Bos JD, van Soes- nile chronic myelogenous leukemia (letter) 712 (Je) 
bergen RM, Dinant HJ: Methotrexate osteopathy in long- Zylberberg L see Dupin N 
term, low-dose methotrexate treatment for psoriasis and 
rheumatoid arthritis, 184 (Fe) 


Zouboulis CC see Treudler R 
Zurowski SM see Gaston DA 
Zvulunov A: 
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The following index is an alphabetical list of significant subjects presented in this volume. Books reviewed 
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A 


Abdomen 

Atrophic outpouchings of abdominal skin: nodular cuta- 
neous amyloidosis | Carroll] 223 (Fe) 

Usefulness of screening investigations in neurofibromato- 
sis type 1: a study of 152 patients [Wolkenstein} 1333 
(No) 

Yellow plaque with keratotic papules on the abdomen: per- 
forating calcific elastosis (periumbilical perforating pseu- 
doxanthoma elasticum [PXE]j, localized acquired cuta- 
neous PXE) [Karp] 223 (Fe) 

inal Pain 


Systemic tacrolimus (FK 506) is effective for the treatment 
of psoriasis in a double-blind, placebo-controlled study 
[European FK 506 Multicentre Psoriasis Study Group] 
419 (Ap) 

Abnormalities 

Neonatal curettage of giant congenital melanocytic nevi 
[De Raeve] 20 (Ja) 

Newborn infant with multiple purple skin nodules: con- 
genital monocytic leukemia (“blueberry muffin” neo- 
nate) [Atal] 341 (Mr) 

PHACE syndrome: the association of posterior fossa brain 
malformations, hemangiomas, arterial anomalies, coarc- 
tation of the aorta and cardiac defects, and eye abnor- 
malities [Frieden] 307 (Mr) 

Treatment of small and medium congenital nevi with the 
Q-switched ruby laser [Waldorf] 301 (Mr) 

Abscess 

Value of fine-needle aspiration in infectious cellulitis (let- 
ter) [Lebre] 842 (Jy) 

Absorptiometry, Dual-Energy X-ray see Densitometry, X-ray 

Absorption 

Skin reflectance-guided laser selections for treatment of deco- 
tative tattoos | Haedersdal] 403 (Ap); correction, 818 (Jy) 

Academic Medical Centers 

Impact of managed care on graduate medical education and 
academic medical centers [Bolognia] 1078 (Se) 

Organizational impact in the dermatologic literature [Dubin] 
1293 (No) 

Acantholysis 

Neutrophilic spongiosis in pemphigus [Hoss] 315 (Mr) 

Acanthosis Nigricans 

Clinicopathologic findings in the Bannayan-Riley- 
Ruvalcaba syndrome [Fargnoli] 1214 (Oc) 

Access to Health Care see Health Services Accessibility 

Achilles Tendon 

Management of ulcers with exposed Achilles tendon using 
occlusive dressings |Omidi] 1007 (Se) 

Acne Necrotica 

Chronic acneiform eruption with crateriform scars: acne ne- 
crotica (varioliformis) (necrotizing lymphocytic follicu- 
litis) [Zirn] 1365 (No) 

Acne Rosacea 

Eradication of Helicobacter pylori as the only successful treat- 
ment in rosacea (letter) [Kolibasova] 1393 (No) 

Acne Vulgaris 

Acne therapy: medication use and sources of care in office- 
based practice [Stern] 776 (Jy) 

Cutaneous findings in Gulf War veterans (letter) [Krivda] 
846 Jy) 

Effects of isotretinoin on bone mineralization during rou- 
tine therapy with isotretinoin for acne vulgaris [Margolis] 
769 Jy) 

Is it reasonable for a dermatologist to treat acne? [Webster] 
819 Gy); correction, 1135 (Se) 

Laser skin resurfacing [Hruza] 451 (Ap) 

Severe acute myopathy induced by isotretinoin (letter) 
[Fiallo] 1521 (De) 

Acquired Immunodeficiency Syndrome 

Abnormal serum porphyrin levels in patients with the ac- 
quired immunodeficiency syndrome with or without hepa- 
titis C virus infection [Nomura] 906 (Au) 

Cutaneous Cryptococcus infection and AIDS: report of 12 
cases and review of the literature [Murakawa] 545 (My) 

Disseminated strongyloidiasis in a patient with acquired im- 
munodeficiency syndrome (letter) [Kao] 977 (Au) 

Porphyrin abnormalities in acquired immunodeficiency syn 
drome [O'Connor] 1443 (De) 


Surveillance cf tuberculosis and AIDS co-morbidity— 
Florida, 1981-1993, from MMWR, 377 (Ap) 

Widespread papules and nodules in a Ugandan man with 
acquired immunodeficiency syndrome: African blasto- 
mycosis |Cohen] 821 (Jy) Telogen alopecia from UV rays (letter) [Camacho] 1398 (No) 

Actinic Rays see Ultraviolet Rays Alopecia, Androgenetic see Alopecia 

Acyclovir Alopecia Areata 

Herpetic trigeminal trophic syndrome: treatment with acy- Occurrence of alopecia areata in a patient receiving sys- 
clovir and sublesional triamcinolone |Shea! 613 (Je) temic cyclosporine A (letter) [Misciali] 843 (Jy) 

Treatment of acyclovir-resistant perianal herpetic ulcer- Sisaipho: a new form of presentation of alopecia areata (let- 
ation with intramuscular interferon alfa [Borrego] 1157 ter) [Mufioz] 1255 (Oc) 
(Oc) Alteplase 

Adeno-Associated Viruses see Dependovirus Livedoid vasculitis: response to low-dose danazol | Hsiao] 

Adeny! Cyclase 749 (Jy) 

Skin and bones [Kapian] 815 (Jy) 

Adenylate Cyclase see Adenyl Cyclase 

Administration, Oral 

Occurrence of alopecia areata in a patient receiving sys- 
temic cyclosporine A (letter) |Misciali] 843 (Jy) 

Administration, Topical 

Allergic contact dermatitis from doxepin cream (letter) 
[Rapaport] 1516 (reply) [Taylor] 1517 (De) 

Allergic contact dermatitis from doxepin cream: one-year 
patch test clinic experience [Taylor] 515 (My) 

Augmented betamethasone: efficacy in psoriasis with dif 
ferent dosing frequencies (letter) [Singhj 1525 (De) 

Calcipotriene ointment applied once a day for psoriasis: a 
double-blind, multicenter, placebo-controlled study (let 
ter) [Pariser] 1527 (De) 

Topical tretinoin (retinoic acid) improves early stretch marks 
[Kang] 519 (My) 

Adrenal Cortex Hormones 


180-kd bullous pemphigoid antigen or laminin-5 defi- 
ciency [Jonkman] 145 (Fe) 

Hair growth therapy(ies) for androgenetic alopecia (letter) 
[Rand] 714 (Je) 


Alternative Medicine 

What every dermatologist should know about homeopa- 
thy [Burgdorf] 955 (Au) 

American Academy of Dermatology 

American Academy of Dermatology’s response to managed 
care and capitation [Russell] 1125 (Se) 

Health care system reform and the American Academy of 
Dermatology [Sams] 586 (My) 

Restructuring dermatology education at Cleveland medi- 
cal centers affiliated with Case Western Reserve Univer- 
sity [Wood] 1085 (Se) 

Survey of knowledge of and awareness about melanoma— 
United States, 1995, from MMWR, 747 (Jy) 

Symposia for teaching dermatelogy to primary care physi- 
cians: abstracts presented at the Sixth Winter Meeting of 
the Residency Curriculum Exchange Group, February 13 
1996, Washington, DC [Cruz] 1091 (Se) 

American Medical Association 

Adjuvant therapy of pemphigus: an update [Bystryn] 203 Quality of care: a call for papers for the annual coordinated 
(Fe) theme issues of the AMA journals [Lundberg] 1514 (De) 

Augmented betamethasone: efficacy in psoriasis with dif Amides 
ferent dosing frequencies (letter) [Singh] 1525 (De) 

Chronic finger dermatitis after trauma: posttraumatic ec 
zema with allergic contact dermatitis to neomycin, baci 
tracin, and topical corticosteroids |Sherertz] 459 (Ap) 

Eczematous dermatitis? (letter) [Sherertz] (reply) [Drake] 
1130 (Se) 

Adult 

Cimetidine therapy for recalcitrant warts in adults [Glass] 
680 (Je) 


Delayed-type hypersensitivity after subcutaneous adminis- 
tration of amide anesthetic (letter) [Whalen] 1256 (Oc) 

Amiodarone 

Drugs associated with bullous pemphigoid: a case-control 
study [Bastuji-Garin] 272 (Mr) 

Amoxicillin 

Eradication of Helicobacter pylori as the only successful treat- 
ment in rosacea (letter) [KolibaSova] 1393 (No) 

. , Amphotericin B 

eames Lauebens otelt: Henoch Cutaneous Cryptococcus infection and AIDS: report of 12 

Africa : cases and review of the literature [Murakawa] 545 (My) 

Disseminated ulcerated papules and nodules: cutaneous dis- 
seminated sporotrichosis | Ticoras] 963 (Au) 

Amputation 

Bullous drug eruption treated with amputation: a challeng- 
ing case of vancomycin-induced linear IgA disease 
[Bitman] 1289 (No) 

Pseudoainhum associated with linear scleroderma (letter) 
[Park] 1520 (De) 

Amyloid 

Partial spontaneous regression of Bowen's disease [Murata] 
429 (Ap) 


Widespread papules and nodules in a Ugandan man with 
acquired immunodeficiency syndrome: African blasto 
mycosis |Cohen] 821 (Jy) 

Agar 

Tinea corporis resembling dermatophyte colonies on Sab- 
ouraud’s agar in a patient with the human immunodefi 
ciency virus (letter) [Schmitt] 233 (Fe) 

Age Distribution 

Age distribution of Spitz nevus vs malignant melanoma (let 
ter) [Herreid] 352 (Mr) 

—— oe ree Amyloidosis 

Are neutrophilic dermatoses during granulocytopenia re- , ; 
ally neutrophilic? (letter) [Misery] (reply) [Aractingi] 832 Atrophic outpouchings of abdominal skin: nodular cuta- 
Uy) neous amyloidosis [Carroll] 223 (Fe) 

AIDS see Acquired Immunodeficiency Syndrome Anaphylaxis 

prereian Latex allergy: review of 44 cases including outcome and fre- 

Pseudoainhum associated with linear scleroderma (letter) quent association with allergic hand eczema [Taylor] 265 
[Park] 1520 (De = 

Alanine Aminotransferase Anesthetics, Local 

Abnormal serum porphyrir. levels in patients with the ac Delayed-type hypersensitivity after subcutaneous adminis- 
quired defic Mtl von with or without hepa tration of amide anesthetic (letter) [Whalen] 1256 (Oc) 
titis C virus infection [Nomura] 906 (Au) Anetoderma 

Aldosterone Antagonists Spontaneous atrophic patches in extremely premature in- 

Drugs associated with bullous pemphigoid: a case-control fants: anetoderma of prematurity [Prizant] 671 (Je) 
study [Bastuji-Garin] 272 (Mr) Aneurysm 

Allergic Contact Dermatitis see Dermatitis, Allergic Con- Perirectal hematoma presenting as purpura [Kane] 615 (Je) 

A 





4 A 


tact Angi see 
Alopecia Angiokeratoma 
Actinic keratoses: the bald facts (letter) [Long] 1132 (Se) Unilateral keratotic vascular lesion on the leg: verrucous hem- 
Cutaneous findings in Gulf War veterans (letter) [Krivda] angioma [Wong] 703 (Je) 

846 (Jy) Angiokeratoma Corporis Diffusum see Fabry Disease 
Generalized atrophic benign epidermolysis bullosa: either Angioma see Hemangioma 





Edema 


=” 
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Angioneurotic Edema 





P yP philic syndrome [Weller] 583 (My) 
Serious adverse reactions induced by minocycline: report 
of 13 patients and review of the literature [Knowles] 934 
(Au) 
Angioplasty, Transluminal, Perc Coronary 
Chronic radiodermatitis following cardiac catheterization 
[Lichtenstein] 663 (Je) 
Radiation injury to skin following fluoroscopically guided 
procedures |Malkinson] 695 (Je); correction, 1302 (No) 
: D . 





Group A streptococcal infections: an old adversary reemerg- 
ing with new tricks? [Feingold] 67 (Ja) 

Animals, Wild 

Group A streptococcal infections: an old adversary reemerg- 
ing with new tricks? [Feingold] 67 (Ja) 

Anorexia 

Papular-purpuric ‘gloves and socks’ syndrome (letter) 
[Veraldi] 975 (Au) 

Antibiotics 

Acne therapy: medication use and sources of care in office- 
based practice [Stern] 776 (Jy) 

Chronic acneiform eruption with crateriform scars: acne ne- 
crotica ‘varioliformis) (recrotizing lymphocytic follicu- 
litis) [Zirn] 1365 (No) 

Comparison of dermatologists and generalists: manage- 
ment of child! ood atopic dermatitis [Resnick] 1047 (Se) 

Failure of topical polymyxin B to improve mild plaque pso- 
riasis (letter) [Stutz] 231 (Fe) 

Is it reasonable for a dermatologist to treat acne? 
[Webster] 819 (Jy); correction, 1135 (Se) 

Antibodies 

Helicobacter pylori antibodies in patients with psoriasis (let- 
ter) [Halasz] 95 (Ja); correction, 616 (Je) 

Persistent lack of detectable HIV-1 antibody in a person with 
HIV infection—Utah, 1995, from MMWR, 873 (Au) 
Serum from normal elderly individuals contains anti- 
basement membrane zone antibodies [Hachisuka] 1201, 

(clinical implications) [Bystryn] 1205 (Oc) 

eites haw hil one 





r 7 r 

Detection of antineutrophil cytoplasmic antibodies in pa- 
tients with hepatitis C virus-induced cutaneous vasculi- 
tis with mixed cryoglobulinemia (letter) [Romani] 974 
(Au) 

Antibodies, Monoclonal 

Absence of detectable a, integrin in pyloric atresia- 
junctional epidermolysis bullosa syndrome: application 
for prenatal diagnosis in a family at risk for recurrence 
[Shimizu] 919 (Au) 

Generalized atrophic benign epidermolysis bullosa: either 
180-kd bullous pemphigoid antigen or laminin-5 defi- 
ciency (Jonkman] 145 (Fe) 

Antifungal Agents 

Antifungal pulse therapy for onychomycosis: a pharmaco- 
kinetic and pharmacodynamic investigation of monthly 
cycles of l-week pulse therapy with itraconazole 
[De Doncker] 34 (Ja) 

Development of green vision in association with terbin- 
afine therapy (letter) [Gupta] 845 (Jy) 

1 Presentation 

immunoregulatory events in the skin of patients with cu- 
taneous T-cell lymphoma [Hansen] 554 (My) 

Antigens 

Advances in the diagnosis of subepidermal bullous dis- 
eases [Yancey] 220 (Fe) 

Bullous pemphigoid and epidermolysis bullosa acquisita: dif- 
ferentiation by fluorescence overlay antigen mapping 
[De Jong] 151 (Fe) 

Generalized atrophic benign epidermolysis bullosa: either 
180-kd bullous pemphigoid antigen or laminin-5 defi- 
ciency [Jonkman] 145 (Fe) 

Multiply recurrent cellulitis (letter) [Leicht] 1131 (reply) 
[Manders] 1132 (Se) 

Antigens, CD30 

Assembling the puzzle pieces in atopic inflammation 
[Hanifin] 1230 (Oc) 

Circulating skin-homing T cells in atopic dermatitis: selec- 
tive up-regulation of HLA-DR, interleukin-2R, and CD30 
and decrease after combined UV-A and UV-B photo- 
therapy [Piletta] 1171; (clinical implications) [Cooper] 
1177 (Oc) 

Anti-infective Agents, Fluoroquinolone 

Case of relapsed ieprosy successfully treated with sparfloxa- 
cin (letter) [Sugita] 1397 (No) 

Complications of cutaneous surgery in patients who are tak- 
ing warfarin, aspirin, or nonsteroidal anti-inflammatory 
drugs [Otley] 161 (Fe) 

Psoriatic arthritis: new types, new treatments | Ruzicka} 215 
(Fe) 


Antimalarials 
Adjuvant therapy of pemphigus: an update [Bystryn] 203 
(Fe) 
Antipsychotic 
Drugs associated with bullous pemphigoid: a case-control 
study [Bastuji-Garin] 272 (Mr) 
ic Agents, Gold 


Antirheumatic . 
Adjuvant therapy of pemphigus: an update |Bystryn] 203 
(Fe) 


Psoriatic arthritis: new types, new treatments [Ruzicka] 215 
(Fe) 

Antisera see Immune Sera 

Antithrombin III 

Livedoid vasculitis: response to low-dose danazol [Hsiao] 
749 (Jy) 

Antitrust Laws 

Dermatology independent practice associations [Nestor] 
1099 (Se) 

Anus 

Infantile perianal pyramidal protrusion |[Kayashima] 1481 
(De) 

Treatment of acyclovir-resistant perianal herpetic ulcer- 
ation with intramuscular interferon alfa [Borrego] 1157 
(Oc) 

Unilateral perianogenital papulokeratotic lesion: inflamma- 
tory linear verrucous epidermal nevus (ILVEN) 
{Oprsalova] 1507 (De) 

Aortic Coarctation 

PHACE syndrome: the association of posterior fossa brain 
malformations, he g' . arterial lies, coarc- 
tation of the aorta and cardiac defects, and eye abnor- 
malities [Frieden| 307 (Mr) 

Aphthae see Stomatitis, Aphthous 

Apoptosis 

Partial spontaneous regression of Bowen's disease [Murata] 
428 (Ap) 

Appointments and Schedules 

Organizing your brain and your practice for survival 
[Cornelison} 1117 (Se) 

ARCHIVES A CENTURY AGO (Bernhard: M, ed) 

Case of epithelioma treated by means of injections of the 
toxines of erysipelas, 618 (Je) 

Case of pityriasis rosea, 1019 (Se) 

Contribution to the study o: mycetoma of the foot as it oc- 
curs in America, 11 (Ja) 

Dr. Edward Wigglesworth, 258 (Mr) 

Interesting case of tinea favosa epidermidis, 1265 (Oc) 

Management of filiform stricture of the urethra, with some 
observations on stricture, 502 (My) 

Mycosis fungoides, more especially the pr:-fungoidal stage 
clinical history of two cases, 1431 (De) 

Notes on syphilis—syphiloma of the nose of unusual form 
and evolution, the diagnostic value of syphilitic cicatri- 
ces; extra-genital chancres, prognostic significance of, pro- 
fessional syphilis, 474 (Ap) 

Parasitophobic neurodermites, 764 (Jy) 

Peculiar affection of the mucous membrane of the lips and 
oral cavity, 1285 (No) 

Society transactions: American Association of Genito- 
Urinary Surgeons, Tenth Annual Meeting, held at Atlan- 
tic City, NJ, June 2 and 3, 1896, 898 (Au) 

Verruga, 139 (Fe) 

ARCHIVES OF DERMATOLOGY 

Reviewers for 1995 and 1996 and editorial office report 
[Arndt] 1535 (De) 





Asymptomatic blue nevus-like macule: localized argyria 
[Espinel] 459 (Ap) 


Arm 

Localized indurated brown plaques on arms and right but- 
tock: pentazocine-induced morphea [Bellman] 1365 (No) 

Multiple painful blue nodules: aw:!tiple glomus tumors (glo- 
mangiomas) [Yen] 703 (Je) 

Armadillos 

Widespread annular erythematous plaques: multibacillary 
leprosy [Sowell! 963 (Av) 

Arsenic 

Mees’ lines: a clue for the diagnosis of arsenic poisoning (let- 
ter) [Quecedo] 349 (Mr) 

Numerous erythematous truncal plaques: multiple basal cell 
carcinomas associated with arsenic ingestion |Mowad] 
1105 (Se) 

Arteries 

PHACE syndrome: the association of posterior fossa brain 
malformations, he g . arterial lies, coarc- 
tation of the aorta and cardiac defects, and eye abnor- 
malities [Frieden] 307 (Mr) 





Rhabdomyolysis associated with azathioprine hypersensi- 
tivity syndrome (letter) [Compton] 1254 (Oc) 

Serious adverse reactions induced by minocycline: report 
of 13 patients and review of the literature [Knowles] 934 
(Au) 

Arthritis, Psoriatic 

Psoriatic arthritis: new types, new treatments [Ruzicka] 215 
(Fe) 

Psoriatic onycho-pachydermo-periostitis: a variant of pso- 
riatic distal interphalangeal arthritis? |Boisseau-Garsaud]| 
176 (Fe) 

Arthritis, Rheumatoid 

Methotrexate osteopathy in long-term, low-dose metho- 
trexate treatment for psoriasis and rheumatoid arthritis 
[Zonneveld] 184 (Fe) 

Asia 

Hepatitis C virus infection and porphyria cutanea tarda in 
Australasia (letter) [Salmon] 91 (Ja) 


Aspiration Biopsy see Biopsy, Needle 
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Aspirin 

Complications of cutaneous surgery in patients who are tak- 
ing warfarin, aspirin, or nonsteroidal anti-inflammatory 
drugs [Otley] 161 (Fe) 

ia 

Papular purpuric ‘gloves and socks’ syndrome (letter) 
[Veraldi] 975 (Au) 

Atrophy 

Functional analyses of the stratum corneum in scars: se- 
quential studies after injury and comparison among ke- 
loids, hypertrophic scars, and atrophic scars [Suetake] 
1453; (clinical implications) [Elias] 1458 (De) 

Partial spontaneous regression of Bowen's disease [Murata] 
429 (Ap) 

Spontaneous atrophic patches in extremely premature in- 
fants: anetoderma of prematurity |Prizant| 671 (Je) 

Attitude of Health Personnel! 

Dermatologists in Kaiser Permanente-Northern Califor- 
nia: satisfaction, perceived constraints, and policy op- 
tions [Weinberg] 1057 (Se) 

Audiovisual Aids 

Learning and teaching in dermatology: a practitioner's guide 
[Brodell] 946 (Au) 

Australia 

Hepatitis C virus infection and porphyria cutanea tarda in 
Australasia (letter) [Salmon] 91 (Ja) 

Autoantibodies 

Immune-mediated subepithelial blistering diseases of the mu- 
cous membranes: improving the detection of circulating 
autoantibodies by the use of concentrated serum samples 
{Korman} 1194 (Oc) 

Similar Ro/SS-A autoantibody epitope and titer responses 
im annular erythema of Sjogren's syndrome and sub- 
acute cutaneous lupus erythematosus |[McCauliffe] 528 
(My) 

Autoimmune Diseases 

Morbilliform eruption in a liver transplantation patient 
{Connors} 1161 (Oc) 

Automobile Driving 

Unilateral solar purpura as a manifestation of asymmetri- 
cal photodamage in taxi drivers (letter) [Joshi] 715 (Je) 

Awareness 

Survey of knowledge of and awareness about melanoma— 
United States, 1995, from MMWR, 747 (Jy) 

Axilla 

Erythrasma owing to an unusual pathogen (letter) 
[Dellion] 716 (Je) 

Azathioprine 

Adjuvant therapy of pemphigus: an update |Bystryn} 203 
(Fe) 

Rhabdomyolysis associated with azathioprine hypersensi- 
tivity syndrome (letter) [Compton] 1254 (Oc) 


Bacitracin 

Chronic finger dermatitis after trauma: posttraumatic ec 
zema with allergic c~ntact dermatitis to neomycin, baci- 
tracin, and topical corticosteroids |Sherertz| 459 (Ap) 

Bacterial Antigens see Antigens, Bacterial 

Bacterial Toxins 

Arcanobacterium haemolyticum pharyngitis and exanthem 
three case reports and literature review |Gaston] 61 (Ja) 

Recurrent toxin-mediated perineal erythema |Manders] 57 
Qa) 

Baldness see Alopecia 

Bandages 

Compression therapy in painful piezogenic pedal papules 
[Boni] 127 (Fe) 

Bannayan-Riley-Ruvalcaba Syndrome 

Clinicopathologic findings in the Bannayan-Riley 
Ruvaicaba syndrome [Fargnoli} 1214 (Oc) 

Basal Cell Nevus Syndrome 

Failure of interferon alfa and isotretinoin combination 
therapy in the nevoid basal cell carcinoma syndrome (let- 
ter) [Sollitto] 94 (Ja) 

Basement Membrane 

Serum from normal elderly individuals contains anti 
basement membrane zone antibodies | Hachisuka] 120i, 
(clinical implications) [Bystryn] 1205 (Oc) 

Baths 

Rapid decline in photosensitivity after 8-methoxypsoralen 
bathwater delivery (letter) [Degitz] 1394 (No) 

Rapid decrease of phototoxicity after PUVA bath therapy with 
8-methoxypsoralen (letter) [Neumann] 1394 (No) 

BCG Vaccine 

Slow growing lesion on the face: lupus vulgaris |Moiin] 81 
Ga) 

Behcet Syndrome 

Enhanced interaction of patients’ lymphocytes with hu 
man dermal microvascular endothelial cell cultures in ac- 
tive Adamantiades-Behcet disease | Treudier| 1323, (clini- 
cal implications) [Rogers} 1329 (No) 

Benzodiazepines 

Extensive fixed drug eruption induced by oxazepam (let 
ter) [Krischer] 718 (Je) 

Benzoyl Peroxide 

Acne therapy: medication use and sources of care in office 
based practice [Stern] 776 (Jy) 





Is it reasonable for a dermatologist to treat acne? 
[Webster] 819 (Jy); correction, 1135 (Se) 

B-Galactosidase 

Keratinocytes as a target for gene therapy: sustained pro- 
duction of erythropoietin in mice by human keratino- 
cytes transduced with an adenoassociated virus vector 
{Descamps] 1207; (clinical implications) [Mansur] 1211 
(Oc) 

Betamethasone 

Augmented betamethasone: efficacy in psoriasis with dif- 
ferent dosing frequencies (letter) [Singh] 1525 (De) 

Beverages 

Treatment of psoriasis by cyclosporine and grapefruit juice 
(letter) [Taniguchi] 1249 (Oc) 

Bioavailability see Biological Availability 

Biological Availability 

Treatment of psoriasis by cyclosporine and grapefruit juice 
(letter) [Taniguchi] 1249 (Oc) 

Biopsy 

Avoiding sampling error in the biopsy of pigmented le 
sions [Stevens] 1380 (No) 

Bullous pemphigoid and epidermolysis bullosa acquisita: dif- 
ferentiation by fluorescence overlay antigen mapping 
[De Jong} 151 (Fe) 

Deposition of granular IgA relative to clinical lesions in der- 
matitis herpetiformis [Zone] 912 (Au) 

Nonhealing leg ulcer: angiocentric T-cell lymphoma [Pion] 
1105 (Se) 

Pigmented lesions in actinically damaged skin: histopatho- 
logic comparison of biopsy and excisional specimens 
[Somach] 1297 (No) 

Primary care physicians as gatekeepers in managed care: pri 
mary care physicians’ and dermatologists’ skills at sec- 
ondary prevention of skin cancer [Gerbert] 1030 (Se) 

Primary cutaneous non-T, non-B CD4*, CD56" lym- 
phoma [Dummer] 550 (My) 

Quality assessment of skin biopsy specimens referred to 
anonymous consultants [Penneys} 1053 (Se) 

Ruling out the diagnosis [Bigby] 697 (Je) 

Slowly enlarging, erythematous macule in a child: tufted an- 
gioma [Lockman] 703 (Je) 

Subcutaneous tissue involvement by T-cell lymphoma: a re- 
port of 2 cases [Monterroso] 1345 (No) 

Biopsy, Needle 

Value of fine-needle aspiration in infectious cellulitis (let- 
ter) [Lebre] 842 (Jy) 

Bismuth 

Eradication of Helicobacter pylori as the only successful treat- 
ment in rosacea (letter) [KolibaéSova] 1393 (No) 

Bites and Stings 

Raynaud's phenomenon secondary to weever fish stings (let- 
ter) [Carducci] 838 (Jy) 

Blacks 

Annular lesions in a black woman: annular lichen planus 
(LP) [Boyd] 1105 (Se) 

Blastomycosis 

Cutaneous lesions provide a clue to mysterious pulmonary 
process: pulmonary and cutaneous North American blas 
tomycosis infection [Weil] 821 (Jy) 

Widespread papules and nodules in a Ugandan man with 
acquired immunodeficiency syndrome: African blasto 
mycosis [Cohen] 821 (Jy) 

Blastomycosis, North American see Blastomycosis 

Bleeding see Hemorrh- ge 

Bleomycin 

Bleomycin-mediated electrochemotherapy of metastatic mela- 
noma [Glass] 1353 (No) 

Treatment of Kaposi's sarcoma [Tur] 327 (Mr) 

Blister 

Functional analyses of the stratum corneum in scars: se- 
quential studies after injury and comparison among ke 
loids, hypertrophic scars, and atrophic scars |Suetake| 
1453; (clinical implications) [Elias] 1458 (De) 

Immune-mediated subepithelial blistering diseases of the mu- 
cous membranes: improving the detection of circulating 
autoantibodies by the use of concentrated serum samples 
[Korman] 1194 (Oc) 

Kindler syndrome: clinical and ultrastructural findings 
[Haber] 1487 (De) 

Blood 

Immune-mediated subepithelial blistering diseases of the mu 
cous membranes: improving the detection of circulating 
autoantibodies by the use of concentrated serum samples 
[Korman] 1194 (Oc) 

Serum from normal elderly individuals contains anti- 
basement membrane zone antibodies |Hachisuka] 1201 
(clinical implications) [Bystryn] 1205 (Oc) 

Blood Urea Nitrogen 

Abnormal serum porphyrin levels in patients with the ac- 
quired immunodeficiency syndrome with or without hepa- 
titis C virus infection [Nomura] 906 (Au) 

Blotting, Southern 

Absence of human T-cell lymphotropic virus genomic de- 
terminants in canine mycosis fungoides (letter) [Fiven- 
son] 841 (Jy) 

Detection of human T-cell lymphotrophic virus type | in ar- 
chival tissue specimens [Wood] 1339 (No) 

Hepatitis C virus infection and porphyria cutanea tarda in 
Australasia (letter) [Salmon] 91 (Ja) 


Bone and Bones 

Methotrexate osteopathy in long-term, low-dose metho 
trexate treatment for psoriasis and rheumatoid arthritis 
[Zonneveld] 184 (Fe) 

Psoriatic onycho-pachydermo-periostitis: a variant of pso 
riatic distal interphalangeal arthritis? |Boisseau-Garsaud| 
176 (Fe) 

Bone Density 

Effects of isotretinoin on bone mineralization during rou 
tine therapy with isotretinoin for acne vulgaris [Margolis] 
769 Gy) 

Osteoporosis and long-term etretinate therapy (letters) 
|Margolis, Whitmore] 713 (reply) [DiGiovanna] 714 (Je) 

Bone Marrow 

Juvenile xanthogranuloma, neurofibromatosis | , and juve 
nile chronic myeloid leukemia (letter) [Gutmann] (re 
ply) [Zvulunov] 1390 (No) 

Bone Mineral Density see Bone Density 

Bone Mineralization see Calcification, Physiologic 

Bone Neoplasms 

Nail dystrophy in a 35-year-old man: subungual enchon 
droma [Koff] 223 (Fe) 

BOOK REVIEWS (Bowers KE, ed) 

Alster TS, Apfelberg DB: Cosmetic Laser Surgery |Hruza] 622 
Ve) 

Arndt KA, LeBoit PE, Robinson JK, Wintroub BU, eds: Cu 
taneous Medicine and Surgery: An Integrated Program in 
Dermatology, volumes | and II |Burgdorf] 986 (Au) 

Barnhill RL: Pathology of Melanocytic Nevi and Malignant 
Melanoma {McNutt} 988 (Au) 

Callen JP, jorizzo JL, Greer KE, Penneys NS, Piette WW 
Zone JJ: Dermatological Signs of Internal Disease, 2nd ed 
[Condry] 101 (Ja) 

Clark RAF, ed: The Molecular and Cellular Biology of Wound 
Repair, 2nd ed |Margolis] 1531 (De) 

Cox NH, Lawrence CM: Diagnostic Picture Tests in Clinical 
Dermatology |Stanger] 851 (Jy) 

Dover JS, ed: Cutaneous Medicine and Surgery: An Inte 
grated Pregram in Dermatology: Self Assessment and Re 
view [Otley] 1261 (Oc) 

Dover JS, ed: Pocket Guide to Cutaneous Medicine and Sur 
gery [Kao] 1261 (Oc) 

Falanga V, Eagistein WH: Leg and Foot Ulcers: A Clinician 
Guide |Faria] 851 (Jy) 

Gilchrest BA, ed: Photodamage [Taylor] 1136 (Se) 

Goldman MP, Bergan JJ: Ambulatory Treatment of Venous 
Disease: An Illustrative Guide |Duffy] 1407 (No) 

Greenway HT Jr, Barrett TL, eds: Preoperative and Postop- 
erative Dermatologic Surgical Care |Collison| 1531 (De 

Habif T: Clinical Dermatology: A Color Guide to Diagnosis 
and Therapy, 3rd ed [Bigby| 1136 (Se) 

Hunter JAA, Savin JA, Dahl MV: Clinical Dermatology, 2nd 
ed [Tsao] 595 (My) 

Lask GP, Moy RL: Principles and Techniques of Cutaneous 
Surgery |Huether] 1407 (No) 

Leigh IM, Watt FM: Keratinocyte Methods, volume 2 
[Goldsmith] 101 (Ja) 

Leigh IM, Watt FM: The Keratinocyte Handbook, volume | 
[Goldsmith] 101 (Ja) 

Mannis MJ, Macsai MS, Huntley AC, eds: Eye and Skin Dis 
ease [Brodell] 622 (Je) 

Pierini A-M, Garcia-Diaz de Pierini R, Bustamante RE, eds 
Pediatric Dermatology: The World’s Reality in the Chil 
dren's Skin |Calkin] 1406 (No) 

Puliafito CA, ed: Laser Surgery and Medicine: Principles and 
Practice [Herd] 1262 (Oc) 

Ricci $, Georgiev M, Goldman MP: Ambulatory Phlebec 
tomy: A Practical Guide for Treating Varicose Veins 
[Raymond-Martimbeau] 1262 (Oc) 

Robinson JK, Arndt KA, LeBoit PE, Wintroub BU: Atlas of 
Cutaneous Surgery |Hanke] 1532 (De) 

Stolz W, Braun-Falco O, Bilek P, Landthaler M, Cognetta 
AB: Color Atlas of Dermatoscopy |Dilion] 102 (Ja) 

Weber RS, Miller MJ, Goepfert H: Basal and Squamous Cell 
Skin Cancers of the Head and Neck |Johnson| 1406 (No) 

Weber RS, Miller MJ, Goepfert H: Basal and Squamous Cell 
Skin Cancers ef the Head and Neck (Randle] 987 (Au) 

Borrelia burgdorferi 

Lyme disease, United States, 1995, from MMWR, 1412 (No) 

Botulism 

Wound botulism—California, 1995, from MMWR, 123 (Fe) 

Bowen Disease 

Partial spontaneous regression of Bowen's disease | Murata] 
429 (Ap) 

Brain 

Usefulness of screening investigations in neurofibromato 
sis type 1: a study of 152 patients [Wolkenstein] 1333 
(No) 

BRIDGING THE LABORATORY AND CLINIC 

From bedside to the bench and back: nitric oxide and the 
cutis [Qureshi] 889 (Au) 

Less than human, more than human: the use of mouse mod 
els in dermatologic research [King] 508 (My) 

Buccal Mucosa see Mouth Mucosa 

Bullous Skin Diseases see Skin Diseases, Vesiculobullous 

Buttocks 

Localized indurated brown plaques on arms and right but 
tock: pentazocine-induced morphea [Bellman] 1365 (No 
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Calcification, Pathologic see Calcinosis 

Calcification, Physiologic 

Effects of isotretinoin on bone mineralization during rou- 
tine therapy with isotretinoin for acne vulgaris [Margolis] 
769 (Jy) 

Calcinosis 

Progressive osseous heteroplasia [Miller] 787 (Jy) 

Calciphylaxis 

Acute livedo racemosa in a patient with type | primary hy 
peroxaluria (letter) [Plorer] 349 (Mr) 

Calciphylaxis without renal failure (letter) [Fader] 837 (Jy) 

Calcipotriene 

Calcipotriene oinument applied once a day for psoriasis: a 
double-blind, multicenter, placebo-controlled study (let 
ter) [Pariser] 1527 (De) 

Calcium 

Calciphylaxis without renal failure (letter) | Fader] 837 (Jy) 

Effects of isotretinoin on bone mineralization during rou 
une therapy wich isotretinoin for acne vulgaris |Margolis} 
769 (Jy) 

Osteoporosis and long-term etretinate therapy (letters) 
|Margolis, Whitmore] 713 (reply) |[DiGiovanna] 714 (Je) 

California 

Dermatologists in Kaiser Permanente-Northern Califor 
nia: satisfaction, perceived constraints, and policy op 
tions [Weinberg] 1057 (Se) 

Mercury poisoning associated with beauty cream—Texas 
New Mexico, and California, 1995-1996, from MMWR 
1533 (De) 

Wound botulism—California, 1995, from MMWR, 123 (Fe) 

Candida 

Vesicular eruption on the scalp: varicella-zoster virus with 
Torulopsis glabrata colonization |Meffert] 963 (Au) 

Candidiasis, Chronic Mucocutaneous 

Olmsted syndrome: case report and identification of a kera- 
tin abnormality [Kress] 797 (Jy) 

Capillaries 

From bedside to the bench and back: nitric oxide and the 
cutis [Qureshi] 889 (Au) 

Capitation Fee 

American Academy of Derinatology’s response to managed 
care and capitation [Russell] 1125 (Se) 

Capitation for dermatologists [Pariser] 1113 (Se) 

Fatal flaw of Stanton’s doomsday Rx (letter) |Rehder| 1247 
(Oc) 

Health care system reform and the American Academy of 
Dermatology |Sams] 586 (My) 

Rx: capitation ... a bitter pill for the near future: 2400 Ameri 
can dermatologists in the year 2000? [Stanton] 387 (Ap) 

Carbon Dioxide 

Histologic evaluation of preauricular and postauricular hu 
man skin after high-energy, short-pulse carbon dioxide 
laser [Cotton] 425 (Ap) 

Laser skin resurfacing [Hruza] 451 (Ap) 

Pulsed carbon dioxide laser resurfacing of photoaged facial 
skin [Fitzpatrick] 395 (Ap) 

Pulsed carbon dioxide laser, trichloroacetic acid, Baker- 
Gordon phenol, and dermabrasion: a comparative clini- 
cal and histologic study of cutaneous resurfacing in a por- 
cine model (letter) [Fitzpatrick] 469 (Ap) 

Skin reflectance-guided laser selections for treatment of deco- 
rative tattoos [Haedersdal] 403 (Ap); correction, 818 (Jy) 

Carcinoma, Basal Cell 

Clinical and histopathological characteristics of basal cell 
carcinoma in Japanese patients [Kikuchi] 320 (Mr) 

Coexisting malignancies in patients with malignant mela- 
noma (letter) [Helm] 471 (Ap) 

Cutaneous carcinoma during long-term hydroxyurea therapy 
a report of 5 cases (letter) [Callot-Mellot] 1395 (No) 
Micronodular basal cell carcinoma: a deceptive histologic 
subtype with frequent clinically undetected tumor ex- 

tension |Hendrix} 295 (Mr) 

Nodular basal cell carcinoma in vivo vs in vitro: establish- 
ment of pure cell cultures, cytomorphologic character- 
istics, ultrastructure, immunophenotype, biosynthetic ac- 
tivities, and generation of antisera |Grando] 1185 (Oc) 

Numerous erythematous truncal plaques: multiple basal cell 
carcinomas associated with arsenic ingestion |Mowad] 
1105 (Se) 

Reticulated ephelides: ‘inkspots’ revisited (letter) [Smith] 
353 (Mr) 

Carcinoma, Squamous Cell 

Coexisting malignancies in patients with malignant mela- 
noma (letter) [Helm] 471 (Ap) 

Cutaneous carcinoma during long-term hydroxyurea therapy 
a report of 5 cases (letter) [Callot-Mellot] 1395 (No) 
Delayed-type hypersensitivity after subcutaneous adminis 

tration of amide anesthetic (letter) [Whalen] 1256 (Oc) 

Demonstration of human papillomavirus type 16-related 
DNA and absence of detectable p53 gene mutations in 
widespread cutaneous squamous cell carcinomas after oral 
psoralen with UV-A treatment (letter) [Rabben] 1257 (Oc) 

Linkage of an American pedigree with palmoplantar kera 
toderma and malignancy (palmoplantar ectodermal dys- 
plasia type Ill) to 17q24: literature survey and proposed 
updated classification of the keratodertnas [Stevens] 640 


Je) 





Reticulated ephelides: ‘inkspots’ revisited (letter) [Smith] 
353 (Mr) 

Cardiac Catheterization 

Chronic radiodermatitis following cardiac catheterization 
[Lichtenstein] 663 (Je) 

Radiation injury to skin following fluoroscopically guided 
procedures |Malkinson] 695 (Je); correction, 1302 (No) 

Case-Control Studies 

Drugs associated with bullous pemphigoid: a case-control 
study [Bastuji-Garin] 272 (Mr) 

Case Western Reserve University 

Restructuring dermatology education at Cleveland medi 
cal centers affiliated with Case Western Reserve Univer- 
sity [Wood] 1085 (Se) 

Catecholamines 

Usefulness of screening investigations in neurofibromato. 
sis type 1: a study of 152 patients [Wolkenstein] 1333 
(No) 

Causality 

Osteoporosis and long-term etretinate therapy (letters) 
|Margolis, Whitmore} 713 (reply) [DiGiovanna] 714 (Je 

Cause of Death 

Clinical stage 1A (limited patch and plaque) mycosis fun 
goides: a long-term outcome analysis [Kim] 1309 (No) 

CD4-Positive T-Lymphocytes 

idiopathic CD4" T lymphocytopenia presenting as my- 
cetoma in a patient with a mutation in the cystic fibrosis 
transmembrane regulator gene (letter) |Zolliner] 1247 (Oc) 

CDW Antigens see Antigens, CD30 

CD30-Positive Anaplastic Large-Cell Lymphoma see Lym- 
phoma, Large-Cell, Ki-1 

Cefotiam 

Extensive inguinal lymphadenitis: ecthyma with inguinal 
lymphadenitis [Duve] 821 (Jy) 

Cell Adhesion Molecules 

Enhanced interaction of patients’ lymphocytes with hu 
man dermal microvascular endothelial cell cultures in ac- 
tive Adamantiades-Behcet disease [Treudler| 1323; (clini- 
cal implications) [Rogers] 1329 (No) 

Pilotropic cutaneous T-cell lymphoma without mucinosis 
a variant of mycosis fungoides? [Vergier] 683 (Je) 

Primary cutaneous non-T, non-B CD4*, CD56° lym- 
phoma [Dummer] 550 (My) 

Cell Culture 

Nodular basal cell carcinoma in vivo vs in vitro: establish 
ment of pure cell cultures, cytomorphologic character 
istics, ultrastructure, immunophenotype, biosynthetic ac- 
tivities, and generation of antisera [Grando] 1185 (Oc) 

Cell Differentiation 

Progressive osseous heteroplasia [Miller] 787 (Jy) 

Cell Membrane Permeability 

Bleomycin-mediated electrochemotherapy of metastatic mela 
noma [Glass] 1353 (No) 

Celbulitis 

Acute onset of bilateral hemorrhagic leg lesions: pneumo- 
coccal cellulitis {House} 81 (Ja) 

Multiply recurrent cellulitis (letter) [Leicht] 1131 (reply) 
[Manders] 1132 (Se) 

Value of fine-needle aspiration in infectious cellulitis (let- 
ter) [Lebre] 842 (Jy) 

Central Nervous System 

PHACE syndrome: the association of posterior fossa brain 
malformations, hemangiomas, arterial anomalies, coarc 
tation of the aorta and cardiac defects, and eye abnor- 
malities [Frieden] 307 (Mr) 

c-fos Genes see Genes, fos 

Chancre 

Palmar chancre and multiple proximal erythematous nod- 
ules: nodular lymphangitis due to Nocardia brasiliensis 
Johnson] 963 (Au) 

Chancroid 

Chancroid detected by polymerase chain reaction— 
Jackson, Mississippi, 1994-1995, from MMWR, 17 (Ja) 

Chemexfoliation 

Histologic evaluation of preauricular and postauricular hu- 
man skin after high-energy, short-pulse carbon dioxide 
laser [Cotton] 425 (Ap) 

Laser skin resurfacing |Hruza] 451 (Ap) 

Chemical Face Peeling see Chemexfoliation 

Chemokines 

Immunoregulatory events in the skin of patients with cu- 
taneous T-cell lymphoma [Hansen] 554 (My) 

Chemotactic Cytokines see Chemokines 

Chemotherapy, Adjuvant 

Adjuvant therapy of pemphigus: an update [Bystryn] 203 
(Fe) 

Chemotherapy see Drug Therapy 

Chest see Thorax 

Chilblains 

Violaceous rash of dorsal fingers in a woman: chilblain lu- 
pus erythematosus (perniosis) [Fisher] 459 (Ap) 

Child 

Child with a localized hair abnormality: woolly hair nevus 
|Amichai] 577 (My) 

Child with unusual palms and soles: epidermolytic palmo- 
plantar keratoderma (PPK) of Vorner [Mascaré] 1507 (De) 

Comparison of dermatologists and generalists: manage- 
ment of childhood atopic dermatitis [Resnick] 1047 (Se) 


Increase of melanocytic nevus counts in children during 5 
years of follow-up and analysis of associated factors 
{Luther} 1473 (De) 

Infraorbital crease, ethnic group, and atopic dermatitis 
[Williams] 51 (ja) 

Longitudinal melanonychia in children: a study of eight cases 
[Léauté-Labréze] 167 (Fe); correction, 1127 (Se) 

Olmsted syndrome: case report and identification of a kera- 
tin abnormality [Kress] 797 (Jy) 

Slowly enlarging, erythematous macule in a child: tufted an 
gioma {Lockman} 703 (Je) 

Treatment of small and medium congenital nevi with the 
Q-switched ruby laser [Waldorf] 301 (Mr) 

Unilateral perianogenital papulokeratotic lesion: inflamma 
tory linear verrucous epidermal nevus (ILVEN) 
[Oprsalova] 1507 (De 

Chin 

Distinctive annular facial plaque: desmoplastic trichoepi 
thelioma [Punwaney]! 1239 (Oc) 

Cholestyramine 

Hepatitis C virus in dermatology (letter) [Fisher] 1247 (Oc) 

Cholestyramine Resin see Cholestyramine 

Chondroma 

Nail dystrophy in a 35-year-old man: subungual enchon 
droma [Koff] 223 (Fe) 

Chromatography, Gas 

Comparative percutaneous absorption of lindane and per 
methrin [Franz] 901 (Au) 

Chromosome Mapping 

Less than human, more than human: the use of mouse mod 
els in dermatologic research [King] 508 (My) 

Chronic Disease 

How great is the risk of further psoriasis following a single 
episode of acute guttate psoriasis? (letter) [Martin] 717 
(je) 

Cicatrix 

Quality assessment of skin biopsy specimens referred to 
anonymous consultants |Penneys| 1053 (Se) 

Cicatrix, Hypertrophic 

Functional analyses of the stratum corneum in scars: se- 
quential studies after injury and comparison among ke 
loids, hypertrophic scars, and atrophic scars [Suetake} 
1453, (clinical implications) [Elias] 1458 (De) 

signaling networks in barrier homeostasis: the mystery wid- 
ens [Elias] 1505 (De) 

Cimetidine 

Cimetidine therapy for recalcitrant warts ir adults [Glass] 
680 (Je) 

Cineradiography 

Chronic radiodermatitis following cardiac catheterization 
[Lichtenstein] 663 (Je) 

Classification 

Classification of cutaneous lymphomas (letter) [Slater] 972 
(reply) [Willemze] 973 (Au) 

Cosmeceuticals: a proposal for rational definition, evalua 
tion, and regulation [Vermeer] 337 (Mr) 

Erythema multiforme with mucous membrane involve 
ment and Stevens-Johnson syndrome are clinically dif 
ferent disorders (letter) [Bystryn] (reply) [Assier] 711 (Je) 

Linkage of an American pedigree with palmoplantar kera 
toderma and malignancy (palmoplantar ectodermal dys- 
plasia type Ill) to 17q24: literature survey and proposed 
updated classification of the keratodermas | Stevens] 640 
Ue) 

Morphologic spectrum of cutaneous B-cell lymphomas |Kerl] 
1376 (No) 

Primary cutaneous large B-cell lymphomas of the legs: a dis 
tinct type of cutaneous B-cell lymphoma with an inter 
mediate prognosis [Vermeer] 1304 (No) 

Primary cutaneous non-T, non-B CD4*, CD56*° lym 
phoma [Dummer] 550 (My) 

Clinical Competence 

Role of the part-time physician-teacher in dermatology 
[Brodell] 758 (Jy) 

Collagen 

Expression of interleukin-4 in scleroderma skin specimens 
and scleroderma fibroblast cultures: potential role in fi 
brosis [Salmon-Ehr] 802 (Jy) 

Topical tretinoin (retinoic acid) improves early stretch marks 
[Kang] 519 (My) 

Color 

Skin reflectance-guided laser selections for treatment of deco- 
rative tattoos |Haedersdal] 403 (Ap); correction, 818 (Jy) 

Color Perception 

Development of green vision in association with terbin- 
afine therapy (letter) [Gupta] 845 (Jy) 

Color Vision see Color Perception 

Combat Disorders 

Cutaneous findings in Gulf War veterans (letter) [Krivda] 
846 (Jy 

Communicable Diseases 

Group A streptococcal infections: an old adversary reemerg 
ing with new tricks? [Feingold] 67 (Ja) 

Communication 

Patient referrals 10 a dermatologist: the referring physi 
cian's perspective [Eaglstein] 292 (Mr) 

Comorbidity 

Surveillance of tuberculosis and AIDS co-morbidity— 
Florida, 1981-1993, from MMWR, 377 (Ap) 
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Computer-Assisted Instruction 

Learning and teaching in dermatology: a practitioner's guide 
[Brodell] 946 (Au) 

Congenital Defects see Abnormalities 

Conjunctivitis 

Staphylococcal enterotoxin B applied on intact normal and 
intact atopic skin induces dermatitis [Strange] 27 (Ja) 

Connective Tissue 

Mucinous nevus (letter) [Rongioletti] 1522 (De) 

Contact Dermatitis see Dermatitis, Contact 

Contract Services 

Capitation for dermatologists [Pariser] 1113 (Se) 

CONTROVERSY 

Cutaneous lymphomas consist of a spectrum of nosologi 
cally different entities including mycosis fungoides and 
small plaque parapsoriasis [Burg] 567 (My) 

If small plaque (digitate) parapsoriasis is a cutaneous T 
cell lymphoma, even an ‘abortive’ one, it must be myco- 
sis fungoides! [Ackerman] 562 (My) 

Coproporphyrias 

Abnormal urinary coproporphyrin levels in patients in 
fected by hepatitis C virus with or without human im- 
munodeficiency virus: a study of 177 patients |Cribier] 
1448 (De) 

CORRECTIONS 

Helicobacter pylori antibodies in patients with psoriasis (let 
ter) |Halasz] 95 (Ja); correction, 616 (Je) 

Impact of dermatology journals [Dubin] 131-1059 (Se); cor 
rection, 132:136 (Fe) 

Is it reasonable for a dermatologist to treat acne? 
[Webster] 819 (Jy); correction, 1135 (Se) 

Longitudinal melanonychia in children: a study of eight cases 
|Léauté-l abréze] 167 (Fe); correction, 1127 (Se) 

Peripheral edema due to nifedipine-itraconazole interac 
tion: a case report (lester) [Tailor] 350 (Mr); correction. 
1374 (No) 

Polymerase chain reaction detection of circulating melano- 
cytes as a prognostic marker in patients with melanoma 
[Battayani] 131:443 (Ap); correction, 132:416 (Ap) 

Radiation injury to skin following fluoroscopically guided 
procedures |Malkinson] 695 (Je); correction, 1302 (No) 

Skin reflectance-guided laser selections for treatment of deco- 
rative tattoos | Haedersdal} 403 Ap); correction, 818 (Jy) 

Corticosteroids see Adrenal Cortex Hormones 

Corynebacterium 

Erythrasma owing to an unusual pathogen (letter) 
[Dellion] 716 (Je) 

Corynebacterium Infections 

Arcanobactcrium haemolyticum pharyngitis and exanthem 
three case reports and literature review [Gaston] 61 (Ja) 

Cosmetics 

Cosmeceuticals: a proposal for rational definition, evalua- 
tion, and regulation [Vermeer] 337 (Mr) 

Mercury poisoning associated with beauty cream—Texas 
New Mexico, and California, 1995-1996, from MMWR 
1533 (De) 

Cost Control 

Dermatologic formularies in the managed care setting [James] 
1120 (Se) 

Future of Medicare: their plans, your practice, Medicare re- 
form, and how it will affect the practice of dermatology 
[Drake] 1094 (Se) 


Professional ethics and managed care in dermatology 
[Hammes] 1070 (Se 


Cost Savings 

Rx: capitation ... a bitter pill for the near future: 2400 Ameri 
can dermatologists in the year 2000? [Stanion] 387 (Ap) 

Cowden Disease see Hamartoma Syndrome, Multiple 

Cranial Fossa, Posterior 

PHACE syndrome: the association of posterior fossa brain 
malformations, hemangiomas, arterial anomalies, coarc 
tation of the aorta and cardiac defects, and eye abnor 
malities |Frieden| 307 (Mr 

Creatinine 

Abnormal serum porphyrin levels in patients with the ac 
quired immunodeficiency syndrome with or without hepa 
titis C virus infection [Nomura] 906 (Au) 

Long-term safety of cyclosporine in the treatment of pso 
riasis |Grossman]| 623 (Je 

Long-term use of cyclosporine in dermatology [Zachariae] 
692 Ue) 

Rhabdomyolysis associated with azathioprine hypersensi- 
tivity syndrome (letter) [Compton] 1254 (Oc) 

CRITICAL SITUATIONS: DERMATOLOGY IN THE 
ACUTE CARE SETTING (Cropley TG, ed) 

Bullous drug eruption treated with amputation: a challeng- 
ing case of vancomycin-induced linear IgA disease 
[Bitman} i289 (No) 

Morbilliform eruption in a liver transplantation patient 
[Connors] 1161 (Oc) 

Perirectal hematoma presenting as purpura |Kane] 615 (Je) 

Recurrent rapidly progressive infiltrated plaques and bul 
lae [Touma] 1432 (De 

Crohn Disease 

Erythema clevatum diutinum and Crohn disease’ a com 
mon pathogenic role for measles virus? (letter) [Orteu! 
1524 (De) 

Metastatic Crohn's disease: report of 3 cases with special ref 
erence to histopathologic findings | Hackzell-Bradley| 928 
(Au) 





Cross Reactions 

Cross-reactivity in fixed drug eruptions to tetracyclines (let- 
ter) [Tham] 1134 (Se) 

Cryoglobulinemia 

Detection of antineutrophil cytoplasmic antibodies in pa- 
tients with hepatitis C virus-induced cuteneous vasculi- 
tis with mixed cryoglobulinemia (letter) [Romani] 974 
(Au) 

Treatment of recalcitrant leg ulcers in cryoglobulinemia 
| and Il with plasmapheresis [McGovern] 498 (My) 


Cryosurgery 

Micronodular basal cell carcinoma: a deceptive histologic 
subtype with frequent clinically undetected tumor ex- 
tension [Hendrix] 295 (Mr) 

Cc 

Treatmer* =‘ Xar-si’s sarcoma [Tur] 327 (Mr) 

Yellowish papuics on lateral aspect of palms: focal acral hy- 
perkeratosis [Richey] 1365 (No) 

Cc 

Cutaneous Cryptococcus infection and AIDS: report of 12 
cases and review of the literature [Murakawa] 545 (My) 

Cryptococcus 

Cutaneous Cryptococcus infection and AIDS: report of 12 
cases and review of the literature [Murakawa] 545 (My) 

Cc 


Cytokines 

E ion of interleukin-¢ in sclerod skin specimens 
and scleroderma fibroblast cultures: potential role in fi- 
brosis [Salmon-Ehr] 802 (Jy) 

Extensive fixed drug eruption induced by oxazepam (let- 
ter) [Krischer] 718 (Je) 

Interleukin-10 is a p cytokine in atopic derma- 
titis (letter) [Kallmann] 1133 (Se) 








D 


Danazol 

Livedoid vasculitis: response to low-dose danazol [Hsiao] 
749 Qy) 

Dandy-Walker Syndrome 

PHACE syndrome: the association of posterior fossa brain 
malformations, h arterial ies, coarc- 
tation of the aorta and cardiac defects, and eye abnor- 
malities [Frieden] 307 (Mr) 





Dapsone 

Adjuvant therapy of pemphigus: an update |Bystryn] 203 
(Fe) 

Erythema elevatum diutinum associated with IgA parapro- 
teinemia successfully plasma 
exchange [Chow] 1360 (No) 

G lized rash in a Dominican immigrant: borderline lep- 








urettage 

Micronodular basal cell carcinoma: a deceptive histologi 
subtype with frequent clinically undetected tumor ex- 
tension [Hendrix] 295 (Mr) 

Neonatal curettage of giant congenital melanocytic nevi 
[De Raeve] 20 (ja) 

Curriculum 

Restructuring dermatology education at Cleveland medi- 
cal centers affiliated with Case Western Reserve Univer- 
sity [Wood] 1085 (Se) 

Symposia for teaching dermatology to primary care physi- 
cians: abstracts presented at the Sixth Winter Meeting of 
the Residency Curriculum Exchange Group, February 13, 
1996, Washington, DC [Cruz] 1091 (Se) 

CUTTING EDGE (Robinson JK, Garden JM, Paller AS, eds) 

Compression therapy in painful piezogenic pedal papules 
[Boni] 127 (Fe) 

Diffuse cutaneous mastocytosis: treatment with oral psor- 
alen plus UV-A [Mackey] 1429 (De) 

Early detection of mel using flud I 
cose F 18 positron emission tomography [Boni] 875 (Au) 

Herpetic trigeminal trophic syndrome: treatment with acy- 
clovir and sublesional triamcinolone [Shea] 613 (Je) 

Livedoid vasculitis: response to low-dose danazol [Hsiao] 
749 (Jy) 

Maggot therapy for venous stasis ulcers [Sherman] 254 (Mr) 

Management of ulcers with exposed Achilles tendon using 
occlusive dressings [Omidi] 1007 (Se) 

Neonatal curettage of giant congenital melanocytic nevi 
[De Raeve]} 20 (Ja) 

Pseudallescheria boydii in an immunocompromised host: suc- 
cessful treatment with débridement and itraconazoie 
{Ruxin] 382 (Ap) 

PUVA bath photochemotherapy for localized scleroderma 
evaluation of 17 consecutive patients [Kerscher] 1280 (No) 

Treatment of acyclovir-resistant perianal herpetic ulcer- 
ation with intramuscular interferon alfa [Borrego] 1157 
(Oc) 

Treatment of recalcitrant leg ulcers in c 

1 and I with plasmapheresis [McGovern] 498 (My) 





Cyclophosphamide 

Adjuvant therapy of pemphigus: an update [Bystryn] 203 
(Fe) 

Curative treatment for pemphigus (letter) [Pasricha] 1518 
(De) 

Cyclosporine 

Adjuvant therapy of pemphigus: an update [Bystryn] 203 
(Fe) 

Long-term safety of cyclosporine in the treatment of pso- 
riasis [Grossman] 623 (Je) 

Long-term use of cyclosporine in dermatology |Zachariae] 
692 (Je) 

Occurrence of alopecia areata in a patient receiving sys- 
temic cyclosporine A (letter) [Misciali] 843 (Jy) 

Psoriatic arthritis: new types, new treatments [Ruzicka] 215 
(Fe) 

Systemic tacrolimus (FK 506) is effective for the treatment 
of psoriasis in a double-blind, placebo-controlled study 
[European FK 506 Multicentre Psoriasis Study Group] 
419 (Ap) 

Treatment of psoriasis by cyclosporine and grapefruit juice 
(letter) [Taniguchi] 1249 (Oc) 

Cystic Fibrosis 

Idiopathic CD4* T lymphocytopenia presenting as my- 
cetoma in a patient with a mutation in the cystic fibrosis 
transmembrane regulator gene (letter) [Zollner] 1247 (Oc) 

Cystic Fibrosis Transmembrane Conductance Regulator 

Idiopathic CD4* T lymphocytopenia presenting as my- 
cetoma in a patient with a mutation in the cystic fibrosis 
transmembrane regulator gene (letter) [Zollner] 1247 (Oc) 

Cysts 

Acquired clubbing of the great toenail: digital mucosal cyst 
(pseudocyst) [Karte] 223 (Fe) 

Quality assessment of skin biopsy specimens referred to 
anonymous consultants [Penneys] 1053 (Se) 


rosy (Hansen's disease) with type | upgrading (ie, rever- 
sal) reaction [Zirn} 81 (Ja) 

Radial expanding plaque on the chest: eosinophilic pustu- 
lar folliculitis (Ofuji’s disease) [Netzer] 341 (Mr) 

Widespread annular erythematous plaques: multibacillary 
leprosy [Sowell] 963 (Au) 

Débridement 

Calciphylaxis without renal failure (letter) [Fader] 837 (Jy) 

Maggot therapy for venous stasis ulcers [Sherman] 254 (Mr) 

Pseudallescheria boydii in an immunocompromised host: suc- 
cessful treatment with débridement and itraconazole 
[Ruxin] 382 (Ap) 

Decision 

Motivation for tattoo removal [Armstrong] 412 (Ap) 

Delivery of Health Care 

Health care system reform and the American Academy of 
Dermatology [Sams] 586 (My) 


Dendrocytes 

Are neutrophilic dermatoses during granulocytopenia re- 
ally neutrophilic? (letter) [Misery] (reply) [Aractingi] 832 
Uy) 

Densitometry, X-ray 

Effects of isotretinoin on bone mineralization during rou- 
tine therapy with isotretinoin for acne vulgaris | Margolis] 
769 (Jy) 


Dependovirus 

Keratinocytes as a target for gene therapy: sustained pro- 
duction of erythropoietin in mice by human keratino- 
cytes transduced with an adenoassociated virus vector 
[Descamps] 1207; (clinical implications) [Mansur] 1211 
(Oc) 


Disorder 

Sertraline in the treatment of neurotic excoriations and re- 
lated disorders (letter) [Kalivas] 589 (My) 

Dermabrasion 

Laser skin resurfacing [Hruza] 451 (Ap) 

Pulsed carbon dioxide laser, ee acid, Baker- 
Gordon phenol, and dermabrasi clini- 
cal and histologic study of c on —cerecean 
cine model (letter) [Fitzpatrick] 469 (Ap) 

Dermatitis 

Cutaneous findings in Gulf War veterans (letter) [Krivda} 
846 (Jy) 

Sertraline in the treatment of neurotic excoriations and re- 
lated disorders (letter) [Kalivas] 589 (My) 

Dermatitis, Allergic Contact 

Allergic contact dermatitis from doxepin cream (letter) 
[Rapaport] 1516 (reply) [Taylor] 1517 (De) 

Allergic contact dermatitis from doxepin cream: one-year 
patch test clinic experience [Taylor] 515 (My) 

Dermatitis, i 

Assembling the puzzle pieces in atopic inflammation 
[Hanifin] 1230 (Oc) 

Circulating skin-homing T cells in atopic dermatitis: selec- 
tive up-regulation of HLA-DR, interleukin-2R, and CD30 
and decrease after combined UV-A and UV-B photo- 
therapy [Piletta] 1171; (clinical implications) [Cooper] 
1177 (Oc) 

Comparison of der 1 lists: manage- 
ment of childhood atopic — ee [Resnick] 1047 (Se) 

Infraorbital crease, ethnic group, and atopic dermatitis 
[Williams] 51 (Ja) 

Interleukin-10 is a predominant cytokine in atopic derma- 
titis (letter) [Kallmann] 1133 (Se) 

Long-term use of cyclosporine in dermatology [Zachariae| 
692 (Je) 

Staphylococcal enterotoxin B applied on intact normal and 
intact atopic skin induces dermatitis (Strange) 27 (Ja) 

Dermatitis, Contact 

Chronic finger dermatitis after trauma: posttraumatic ec- 
zema with allergic contact dermatitis to neomycin, baci- 
tracin, and topical corticosteroids [Sherertz] 459 (Ap) 
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Latex allergy: review of 44 cases including outcome and fre- 
quent association with allergic hand eczema [Taylor] 265 
(Mr) 

Dermatitis, Eczematous see Eczema 

Successful treatment of Sézary synd: with lymph 
tous transformation to large cell lymphoma with 
Gotatieee gee (letter) [Nikko] 978 (Au) 

n, 

Deposition of granular IgA relative to clinical lesions in der 
matitis herpetiformis |Zone} 912 (Au) 

Dermatofibroma 

Quality assessment of skin biopsy specimens referred to 
anonymous consultants [Penneys] 1053 (Se) 

Vascular papules on the dorsum of the hands: multinucle- 
ate cell angiohistiocytoma (MCAH) [Duncan] 703 (Je) 








Acne therapy: medication use and sources of care in office- 
based practice (Stern] 776 (Jy) 

Comparison of dermatologists and generalists: manage- 
ment of childhood atopic dermatitis [Resnick] 1047 (Se) 

Dermatologists in Kaiser Permanente-Northern Califor- 
nia: satisfaction, perceived constraints, and policy op- 
tions [Weinberg] 1057 (Se) 

Dermatology independent practice associations [Nestor] 
1099 (Se) 

Dermatology: positioned for health care reform |Lober| 1065 
(Se) 

History of photography in der logy: mil from the 
roots to the 20th century [Neuse] 1492 (De) 

Impact of dermatology journals [Dubin] 131:1059 (Se); cor- 
rection, 132:136 (Fe) 

Lack of correlation between internists’ ability in dermatol- 
ogy and their patterns of treating patients with skin dis- 
ease [Kirsner] 1043 (Se) 

Learning and teaching in dermatology: a practitioner's guide 

[Brodell] 946 (Au) 

d care and der logy [Arndt} 1029 (Se) 
Medical Dermatology Society [Sontheimer] 1373 (No) 
Organizational impact in the dermatologic literature [Dubin] 

1293 (No) 

Patient referrals to a dermatologist: the referring physi- 
cian's perspective [Eaglstein] 292 (Mr) 

Research and dermatologic excellence |Hanifin} 133 (Fe) 

Restructuring dermatology education at Cleveland medi- 
cal centers affiliated with Case Western Reserve Univer- 
sity [Wood] 1085 (Se) 

Role of the part-time physician-teacher in dermatology 
[Brodell] 758 (Jy) 

Rx: capitation ... a bitter pill for the near future: 2400 Ameri- 
can dermatologists in the year 2000? [Stanton] 387 (Ap) 

Symposia for teaching dermatology to primary care physi- 
cians: abstracts presented at the Sixth Winter Meeting of 
the Residency Curriculum Exchange Group, February 13, 
1996, Washington, DC [Cruz] 1091 (Se) 

De 

Tinea corporis resembling dermatophyte colonies on Sab- 
ouraud’s agar in a patient with the human immunodefi- 
ciency virus (letter) [Schmitt] 233 (Fe) 

Desonide 

Comparison of dermatologists and generalists: manage- 
ment of childhood atopic dermatitis [Resnick] 1047 (Se) 

Dexamethasone 

Curative treatment for pemphigus (letter) [Pasricha] 1518 
(De) 

Diabetes Mellitus 

Hypertrichosis cubiti (letter) [Di Lernia] 589 (My) 








Advances in the diagnosis of subepidermal bullous dis- 
eases [Yancey] 220 (Fe) 

Age distribution of Spitz nevus vs malignant melanoma (let- 
ter) [Herreid] 352 (Mr) 

Comparison of der logists and gi i manage- 
ment of childhood atopic d i s [Resnick] 1047 (Se) 

Cutaneous lymphomas consist of a spectrum of nosologi- 
cally different entities including mycosis fungoides and 
small plaque sono seme [Burg] 567 (My) 

Frequency and of invasive mela- 
nomas lacking specific sates microscopic features 
[Menzies] 1178 (Oc) 

Hepatitis C virus in dermatology (letter) [Fisher] 1247 (Oc) 

If small plaque (digitate) parapsoriasis is a cutaneous T- 
cell lymphoma, even an ‘abortive’ one, it must be myco- 
sis fungoides! [Ackerman] 562 (My) 

Lack of correlation between internists’ ability in dermatol- 
ogy and their patterns of treating patients with skin dis- 
ease [Kirsner] 1043 (Se) 

Mees’ lines: a clue for the di of arsenic p ng (let- 
ter) [Quecedo] 349 (Mr) 

Melanoma epidemic: is increased surveillance the solution 
or the problem? [Swerlick] 881 (Au) 

Pigmented lesions in actinically damaged skin: histopath 
logic comparison of biopsy and excisional specimens 
[Somach] 1297 (No) 

Primary care physicians as gatekeepers in managed care: pri- 
mary care physicians’ and dermatologists’ skills at sec- 
ondary prevention of skin cancer [Gerbert] 1030 (Se) 

Small plaque parapsoriasis and mycosis fungoides (letter) 
[Raskin] 1388 (No) 

















Diagnosis, Differential 

Ruling out the diagnosis |Bigby] 697 (je) 

Diagnostic Imaging 

Usefulness of screening investigations in neurofibromato- 
sis type 1: a study of 152 patients [Wolkenstein] 1333 
(No) 

Diarrhea 

Purpuric eruption with bloody diarrhea in an adult: Henoch- 
Schoniein purpura [Young] 1239 (Oc) 

Systemic tacrolimus (FK 506) is effective for the treatment 
of psoriasis in a double-blind, placebo-controlled study 
{European FK 506 Multicentre Psoriasis Study Group] 
419 (Ap) 

Disease Models, Animal 

Less than human, more than human: the use of mouse mod- 
els in dermatologic research [King] 508 (My) 

Disease Outbreaks 

Outbreak of primary and secondary syphilis—Baltimore City 
Maryland, 1995, from MMWR, 495 (My) 

Disease Progression 

Cimetidine therapy for recalcitrant warts in adults [Glass] 
680 (Je) 

Clinical stage IA (limited patch and plaque) mycosis fun- 
goides: a long-term outcome analysis [Kim] 1309 (No) 

Pseudoainhum associated with linear scleroderma (letter) 
[Park] 1520 (De) 

Diuretics 

Drugs associated with bullous pemphigoid: a case-control 
study [Bastuji-Garin] 272 (Mr) 

DNA 

Demonstration of human papillomavirus type 16-related 
DNA and absence of detectable p53 gene mutations in 
widespread cutaneous squamous cell carcinomas after oral 
psoralen with UV-A treatment (letter) [Rabben] 1257 (Oc) 

Detection of human T-cell lymphotrophic virus type i in ar- 
chival tissue specimens [Wood] 1339 (No) 

Detection of mycobacterial DNA in the skin: etiologic in- 
sights and diagnostic perspectives [Degitz] 71 (Ja) 

Mycobacterium tuberculosis DNA in papulonecrotic tuber- 
culid (letter) [Baselga] 92 (Ja) 


Absence of human T-cell lymphotropic virus genomic de- 
terminants in canine mycosis fungoides (letter) [Fiven 
son] 841 (Jy) 

Dominican Republic 

Generalized rash in a Dominican immigrant: borderline lep- 
rosy (Hansen's disease) with type | upgrading (ie, rever- 
sal) reaction [Zirn] 81 (Ja) 

Double-Blind Method 

Calcipotriene ointment applied once a day for psoriasis: a 
double-blind, multicenter, placebo-controlled study (let- 
ter) [Pariser] 1527 (De) 

Systemic tacrolimus (FK 506) is effective for the treatment 
of psoriasis in a double-blind, placebo-controlled study 
[European FK 506 Multicentre Psoriasis Study Group] 
419 (Ap) 

Treatment of cutaneous leishmaniasis with itraconazole: ran- 
domized double-blind study [Momeni] 784 (Jy) 

Doxepin 

Allergic contact dermatitis from doxepin cream (letter) 
[Rapaport] 1516 (reply) [Taylor] 1517 (De) 

Allergic contact dermatitis from doxepin cream: one-year 
patch test clinic experience [Taylor] 515 (My) 

Eczematous dermatitis? (letter) |Sherertz] (reply) [Drake] 
1130 (Se) 

Doxycycline 

Cross-reactivity in fixed drug eruptions to tetracyclines (let- 
ter) [Tham] 1134 (Se) 

Drug Combinations 

Failure of interferon alfa and isotretinoin combination 
therapy in the nevoid basal cell carcinoma syndrome (let- 
ter) [Sollitto] 94 (Ja) 

Hair growth therapy(ies) for androgenetic alopecia (letter) 
[Rand] 714 (Je) 

Drug Costs 

Dermatologic formularies in the managed care setting |James] 
1120 (Se) 

Drug Eruptions 

Acute generalized exanthematous pustulosis induced by ter- 
binafine (letter) [Dupin] 1253 (Oc) 

Allergic contact dermatiiis from doxepin cream (letter) 
[Rapaport] 1516 (reply) [Taylor] 1517 (De) 

Bullous drug eruption treated with amputation: a challeng- 
ing case of vancomycin-induced linear IgA disease 
[Birman] 1289 (No) 

Cros» ceactivity in fixed drug eruptions to tetracyclines (let 
ter) [Tham] 1134 (Se) 

Drug-induced pseudolymphoma and hypersensitivity syn- 
drome: two different clinical entities |Callot} 1315 (No) 

Extensive fixed drug eruption induced by oxazepam (let- 
ter) [Krischer] 718 (Je) 

Morbilliform eruption in a liver transplantation patient 
[Connors] 1161 (Oc) 

Drug Hypersensitivity 

Drug-induced pseudolymphoma and hypersensitivity syn- 
drome: two different clinical entities |Callot] 1315 (No) 

High-dose methotrexate-induced bullous variant of acral ery- 
thema (letter) [Hellier] 590 (My) 

Rhabdomyolysis associated with azathioprine hypersensi- 
tivity syndrome (letter) [Compton] 1254 (Oc) 


Serious adverse reactions induced by minocycline: report 
of 13 patients and review of the literature [Knowles] 934 
(Au) 

Drug Interactions 

Coadministration of itraconazole with hypolipidemic agents 
may induce rhabdomyolysis in healthy individuals (let- 
ter) [Horn] 1254 (Oc) 

Peripheral edema due to nifedipine-itraconazole interac 
tion: a case report (letter) [Tailor] 350 (Mr); correction 
1374 (No) 

Drug Resistance 

Treatment of acyclovir-resistant perianal herpetic ulcer- 
ation with intramuscular interferon alfa [Borrego] 1157 
(Oc) 

Drug Therapy 

Bleomycin-mediated electrochemotherapy of metastatic mela- 
noma [Glass] 1353 (No) 

Nonhealing leg ulcer: angiocentric T-cell lymphoma [Pion] 
1105 (Se) 

Pseudallescheria boydii in an immunocompromised host: suc 
cessful treatment with débridement and itraconazole 
[Ruxin] 382 (Ap) 

Drug Therapy, Adjuvant see Chemotherapy, Adjuvant 

Drug Tolerance 

Fatal flaw of Stanton’s doomsday Rx (letter) [Rehder] 1247 
(Oc) 

Long-term follow-up of non-HIV Kaposi's sarcoma treated 
with low-dose recombinant interferon alfa-2b | Costa da 
Cunha] 285 (Mr) 

Treatment of cutaneous leishmaniasis with itraconazole: ran- 
domized double-blind study [Momeni] 784 (Jy) 

Drugs 

Cosmeceuticals: a proposal for rational definition, evalua- 
tion, and regulation [Vermeer] 337 (Mr) 

Drugs, Generic 

Dermatologic formularies in the managed care setting [James] 
1120 (Se) 


Ear, External 

Histologic evaluation of preauricular and postauricular hu- 
man skin after high-energy, short-pulse carbon dioxide 
laser [Cotton] 425 (Ap) 

Ecthyma 

Extensive inguinal lymphadenitis: ecthyma with inguinal 
lymphadenitis [Duve] 821 (Jy) 

Ectodermal Dysplasia 

Linkage of an American pedigree with palmoplantar kera- 
toderma and mal y (pal ectodermal dys- 





plasia type III) to 17q24: literature survey and proposed 
updated classification of the keratodermas [Stevens] 640 
Je) 

Eczema 

Allergic contact dermatitis from doxepin cream (letter) 
{Rapaport} 1516 (reply) [Tayior] 1517 (De) 

Allergic contact dermatitis from doxepin cream: one-year 
patch test clinic experience [Taylor] 515 (My) 

Chronic finger dermatitis after trauma: posttraumatic ec- 
zema with allergic contact dermatitis to neomycin, baci- 
tracin, and topical corticosteroids [Sherertz] 459 (Ap) 

Cutaneous findings in Gulf War veterans (letter) [Krivda} 
846 (Jy) 

Eczematous dermatitis? (letter) [Sherertz] (reply) [Drake] 
1130 (Se 

Latex allergy: review of 44 cases including outcome and fre- 
quent association with allergic hand eczema [Taylor] 265 
(Mr) 

Edema 

Papular-purpuric ‘gloves and socks’ syndrome (letter) 
[Veraldi] 975 (Au) 

Peripheral edema due to nifedipine-itraconazole interac- 
tion: a case report (letter) [Tailor] 350 (Mr); correction, 
1374 (No) 

Raynaud's phenomenon secondary to weever fish stings (let- 
ter) [Carducci] 838 (Jy) 

Severe facial edema following root canal treatment (letter) 
[Tosti] 231 (Fe) 

Education 

Instrumentation for epiluminescence microscopy: the gap 
between research and practice (letter) [Epstein] 91 (re- 
ply) [Wolff] 92 (ja) 

Education, Medical 

Dermatology: positioned for health care reform |Lober] 1065 
(Se) 

Lack of correlation between internists’ ability in dermatol- 
ogy and their patterns of treating patients with skin dis- 
ease [Kirsner| 1043 (Se) 

Learning and teaching in dermatology: a practitioner's guide 
[Brodell] 946 (Au) 

Restructuring dermatology education at Cleveland medi- 
cal centers affiliated with Case Western Reserve Univer- 
sity [Wood] 1085 (Se) 

Role of the part-time physician-teacher in dermatology 
[Brodell] 758 (Jy) 

Education, Medical, Continuing 

American Academy of Dermatology's response to managed 
care and capitation [Russell] 1125 (Se) 

Medical Dermatology Society [Sontheimer] 1373 (No) 
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Symposia for teaching dermatology to primary care physi- 
cians: abstracts presented at the Sixth Winter Meeting of 
the Residency Curriculum Exchange Group, February 13 
1996, Washington, DC [Cruz] 1091 (Se) 

Education, Medical, Graduate 

Impact of managed care on graduate medical education and 
academic medical centers [Bolognia] 1078 (Se) 

Elastic Tissue 

Spontaneous atrophic patches in extremely premature in- 
fants: anetoderma of prematurity [Prizant) 671 (je) 

Yellow plaque with keratotic papules on the abdomen: per 
forating calcific elastosis (periumbilical perforating pseu- 
doxanthoma elasticum [PXE], localized acquired cuta- 
neous PXE) [Karp] 223 (Fe) 

Elastin 

Topical tretinoin (retinoic acid) improves early stretch marks 
[Kang] 519 (My) 

Elbow 

Hypertrichosis cubiti (letter) |Di Lernia] 589 (My) 

Elderly 

Primary cutaneous large B-cell lymphomas of the legs: a dis- 
tinct type of cutaneous B-cell lymphoma with an inter 
mediate prognosis [Vermeer] 1304 (No) 

Serum from normal elderly individuals contains anti 
basement membrane zone antibodies | Hachisuka] 1201, 
(clinical implications) [Bystryn] 1205 (Oc) 

Electroporation 

Bleomycin-mediated electrochemotherapy of metastatic mela 
noma [Glass] 1353 (No) 

Emigr and Immigr 

Generalized rash in a Dominican immigrant: borderline lep- 
rosy (Hansen's disease) with type | upgrading (ie, rever 
sal) reaction [Zirn] 81 (ja) 

Employment 

Motivation for tattoo removal (letter) [Varma] 1516 (De) 

Enchondroma see Chondroma 

Endothelium 

Enhanced interaction of patients’ lymphocytes with hu 
man dermal microvascular endothelial cell cultures in ac 
tive Adamantiades-Behcet disease | Treudler} 1323, (clini- 
cal implications) [Rogers} 1329 (No) 

Endothelium, Vascular 

Multiple painful blue nodules: multiple glomus tumors (glo- 
mangiomas) [Yen] 703 (Je) 

Enterotoxins 

Staphylococcal enterotoxin B applied on intact normal and 
intact atopic skin induces dermatitis [Strange] 27 (Ja) 

Enzyme-Linked Immunosorbent Assay 

Hepatitis C virus infection and porphyria cutanea tarda in 
Australasia (letter) [Salmon] 91 (Ja) 

Similar Ro/SS-A autoantibody epitope and titer responses 
in annular erythema of Sjogren's syndrome snd sub- 
acute cutaneous lupus erythematosus |McCauliffe] 528 
(My) 

Eosinophilia 

Idiopathic hypereosinophilic syndrome [Weller] 583 (My) 

Specific mucosal erosions in hypereosinophilic syndrome 
evidence for eosinophil protein deposition |Aractingi] 535 
(My) 

Eosinophils 

Assembling the puzzle pieces in atopic inflammation 
{Hanifin} 1230 (Oc) 

Radial expanding plaque on the chest: eosinophilic pustu- 
lar folliculitis (Ofuji’s disease) [Netzer] 341 (Mr) 

Epidermal Cyst 

Pilotropic cutaneous T-cell lymphoma without mucinosis 
a variant of mycosis fungoides? |Vergier] 683 (Je) 

Epidermal Necrolysis, Toxic 

Erythema multiforme with mucous membrane involve 
ment and Stevens-Johnson syndrome are clinically dif 
ferent disorders (letter) [Bystryn] (reply) |Assier] 711 (Je) 

Epidermis 

Functional analyses of the stratum corneum in scars: se 
quential studies after injury and comparison among ke 
loids, hypertrophic scars, and atrophic scars |Suetake] 
1453, (clinical implications) [Elias] 1458 (De) 

Immunoregulatory events in the skin of patients with cu 
taneous T-cell lymphoma [Hansen] 554 (My) 

Mucinous nevus (letter) [Rongioletti] 1522 (De) 

Subcutaneous tissue involvement by T-cell lymphoma: a re 
port of 2 cases [Monterroso] 1345 (No) 

Use of high-frequency ultrasound as a method of assessing 
the severity of a plaque of psoriasis [Gupta] 658 (Je) 

Epidermodysplasia Verruciformis 

Human papillomavirus in nonmelanoma skin cancer? the 
phylogenetic tree of the papillomavirus family is not yet 
complete! (letter) [Hopfl] 834 Vy) 

Epidermolysis Bullosa 

Generalized atrophic benign epidermolysis bullosa: either 
180-kd bullous pemphigoid antigen or laminin-5 defi 
ciency [Jonkman] 145 (Fe) 

Kindler syndrome: clinical and ultrastructural findings 
[Haber] 1487 (De) 

Epidermolysis Bullosa Acquisita 

Advances in the diagnosis of subepidermal bullous dis 
eases [Yancey] 220 (Fe) 

Bullous pemphigoid and epidermolysis bullosa acquisita: dif 
ferentiation by fluorescence overlay antigen mapping 
[De Jong} 151 (Fe) 








Epidermolysis Bullosa, Junctional 

Absence of detectable a, integrin in pyloric atresia- 
junctional epidermolysis bullosa syndrome: application 
for prenatal diagnosis in a family at risk for recurrence 
[Shimizu] 919 (Au) 

Epithelium 

immune-mediated subepithelial blistering diseases of the mu 
cous membranes: improving the detection of circulating 
autoantibodies by the use of concentrated serum samples 
[Korman] 1194 (Oc) 

Signaling networks in barrier homeostasis: the mystery wid- 
ens [Elias] 1505 (De) 

Epitopes 

Advances in the diagnosis of subepidermal bullous dis- 
eases [Yancey] 220 (Fe) 

Similar Ro/SS-A autoantibody epitope and titer responses 
in annular erythema of Sjogren's syndrome and sub- 
acute cutaneous lupus erythematosus |McCauliffe} 528 
(My) 

Epstein-Barr Virus see Herpesvirus 4, Human 

Equipment and Supplies 

Instrumentation for epiluminescence microscopy: the gap 
between research and practice (letter) [Epstein] 91 (re 
ply) [Wolff] 92 (ja) 

Erysipelas 

Multiply recurrent cellulitis (letter) [Leicht] 1131 (reply) 
[Manders] 1132 (Se) 

Erythema 

Acute generalized exanthematous pustulosis induced by ter 
binafine (letter) (Dupin) 1253 (Oc) 

Deposition of granular IgA relative to clinical lesions in der- 
matitis herpetiformis [Zone] 912 (Au) 

Drug-induced pseudolymphoma and hypersensitivity syn 
drome: two different clinical entities |Callot} 1315 (No) 

Episodic nontoxic erythema (letter) [Parsons] 1387 (No) 

Erythema elevatum diutinum and Crohn disease: a com- 
mon pathogenic role for measles virus? (letter) [Orteu] 
1524 (De) 

Erythema elevatum diutinum associated with IgA parapro- 
teinemia successfully controlled with intermittent piasma 
exchange [Chow] 1360 (No) 

From bedside to the bench and back: nitric oxide and the 
cutis [Qureshi] 889 (Au) 

Generalized rash in a Dominican immigrant: borderline lep- 
rosy (Hansen's disease) with type | upgrading (ie, rever 
sal) reaction [Zirn] 81 (Ja) 

High-dose methotrexate-induced bullous variant of acral ery 
thema (letter) |Hellier] 590 (My) 

Multiple erythematous tender papules and nodules in an 11 
month-old boy: Sweet syndrome (SS) (acute febrile neu 
trophilic dermatosis) |Hassouna] 1507 (De) 

Multiply recurrent cellulitis (letter) [Leicht] 1131 (reply) 
[Manders] 1132 (Se) 

Numerous erythematous truncal plaques: multiple basal cell 
carcinomas associated with arsenic ingestion [Mowad] 
1105 (Se) 

Palmar chancre and multiple proximal erythematous nod- 
ules: nodular lymphangitis due to Nocardia brasiliensis 
Uohnson! 963 (Au) 

Papular-purpuric ‘gloves and socks’ syndrome (letter) 
[Veraldi] 975 (Au) 

Pulsed carbon dioxide laser resurfacing of photoaged facial 
skin [Fitzpatrick] 395 (Ap) 

Pulsed dye laser treatment of telangiectatic chronic ery 
thema of cutaneous lupus erythematosus (letter) [Nufez] 
354 (Mr) 

Raynaud's phenomenon secondary to weever fish stings (let 
ter) [Carducci] 838 (Jy) 

Recurrent toxin-mediated perineal erythema [Manders] 57 
(Ja) 

Scaly erythematous lesion in a patient with extensive solar 
damage: malignant melanoma in situ, amelanotic type 
[Prieto] 1239 (Oc) 


Similar Ro/SS-A autoantibody epitope and titer responses 
in annular erythema of Sjogren's syndrome and sub- 
acute cutaneous lupus erythematosus |McCauliffe] 528 
(My) 


Slowly enlarging, erythematous macule in a child: tufted an- 
gioma [Lockman] 703 (Je) 

Staphylococcal enterotoxin B applied on intact normal and 
intact atopic skin induces dermatitis [Strange] 27 (Ja) 

Tinea corporis resembling dermatophyte colonies on Sab- 
ouraud’s agar in a patient with the human immunodefi 
ciency virus (letter) [Schmitt] 233 (Fe) 

Topical tretinoin (retinoic acid) improves early stretch marks 
[Kang] 519 (My) 

Use of high-frequency ultrasound as a method of assessing 
the severity of a plaque of psoriasis [Gupta] 658 (Je) 

Erythema Multiforme 

Erythema multiforme with mucous membrane involve 
men: and Stevens-Johnson syndrome are clinically dif 
ferent disorders (letter) [Bystryn] (reply) [Assier! 711 (Je) 

Erythema Nodosum 

Recurrent rapidly progressive infiltrated plaques and bul- 
lae [Touma] 1432 (De) 

Erythrasma 

Erythrasma owing to an unusual pathogen (letter) 
[Dellion] 716 (Je) 

Erythroderma see Dermatitis, Exfoliative 


Erythromycin 

Erythrasma owing to an unusual pathogen (letter 
[Dellion] 716 Ve) 

Erythropoietin 

Keratinocytes as a target for gene therapy: sustained pro 
duction of erythropoietin in mice by human keratino 
cytes transduced with an adenoassociated virus vector 
[Descamps] 1207; (clinical implications) [Mansur] 1211 
Oc) 

Esophageal Neoplasms 

Linkage of an American pedigree with palmuplantar kera 
toderma and malignancy (palmoplantar ectodermal dys 
plasia type III) to 17q24: literature survey and proposed 
updated classification of the keratodermas [Stevens] 640 
Je) 

Ethics, Medical 

Capitation for dermatologists [Pariser] 1113 (Se 

Ethics and micromanaged care [Brodell] 1013 (Se 

Professional ethics and managed care in dermatology 
{Hammes} 1070 (Se) 

Ethnic Groups 

Infraorbital crease, ethnic group, and atopic dermatitis 
[Williams' 51 (Ja) 

Etretinate 

Hair loss in a 6-month-old child: monilethrix | Amichai| 577 
(My) 

Olmsted syndrome: case report and identification of a kera 
tin abnormality [Kress] 797 (Jy) 

Osteoporosis and long-term etretinate therapy (letters 
[Margolis, Whitmore] 713 (rep!y) [DiGiovanna] 714 (Je 

Yellowish papules on lateral aspect of palms: focal acral hy 
perkeratosis [Richey] 1365 (No) 

Exanthema 

Acute generalized exanthematous pustulosis induced by ter 
binafine (letter) [Dupin] 1253 (Oc) 

Arcanobacterium haemolyticum pharyngitis and exanthem 
three case reports and literature review [Gaston] 61 (Ja 

Explosions 

Treatment of traumatic tattoos with the Q-switched neo 
dymium:YAG laser [Suzuki] 1226 (Oc) 

Extremities 

Erosive lichen planus: dramatic response to thalidomide (let 
ter) [Dereure] 1392 (No) 

Eye Abnormalities 

PHACE syndrome: the association of posterior fossa brain 
malformations, hemangiomas, arterial anomalies. coarc 
tation of the aorta and cardiac defects, and eye abnor 
malities [Frieden] 307 (Mr) 


Fabry Disease 

Angiokeratoma corporis diffusum associated with B-man 
nosidase deficiency |Rodriguez-Serna] 1219 (Oc) 

Face 

Clinicopathologic findings in the Bannayan-Riley 
Ruvaicaba syndrome [Fargnoli] 1214 (Oc) 

Pulsed carbon dioxide laser resurfacing of photoaged facial 
skin [Fitzpatrick] 395 (Ap) 

Severe facial edema following root canal treatment (letter 
[Tosti] 231 (Fe) 

Slow growing lesion on the face: lupus vulgaris |Moiin| 81 
(Ja) 

Topical 8% glycolic acid and 8% L-lactic acid creams for the 
treatment of photodamaged skin: . double-blind vehicle 
controlled clinical trial [Stiller] 631 (Je) 

Facial Dermatoses 

Lightly pigmented facial papules of variable size: tuberous 
sclerosis complex (TSC) [Costarangos] 1105 (Se) 

Facial Neoplasms 

Distinctive annular facial plaque: desmoplastic trichoepi 
thelioma |Punwaney] 1239 (Gc) 

Faculty, Medical 

Impact of managed care on graduate medical education and 
academic medical centers [Bolognia] 1078 (Se) 

Role of the part-time physician-teacher in dermatology 
[Brodell] 758 (Jy) 

Falls 

Treatment of traumatic tattoos with the Q-switched neo 
dymium:YAG laser [Suzuki] 1226 (Oc) 

Feedback 

Learning and teaching in dermatology: a practitioner's guide 
[Brodell] 946 (Au) 

Fever 

Serious adverse reactions induced by minocycline: report 
of 13 patients and review of the literature [Knowles] 934 
(Au) 

Fibroblasts 

Expression of interleukin-4 in scleroderma skin specimens 
and scleroderma fibroblast cultures: potential role in fi 
brosis [Salmon-Ehr]} 802 (Jy) 

Fibrodysplasia Ossificans Progressiva see Myositis Ossifi- 
cans 

Fibroma 

Utility of submitting fibroepithelial polyps for histological 
examination [Eads] 1459 (De) 

Fibroma, Trichoblastic 

Plaque variant of trichoblastic fibroma (letter) [Escalo 
nilla] 1388 (No) 
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Fibrosis 

Expression of interleukin-4 in scleroderma skin specimens 
and scleroderma fibroblast cultures: potential role in fi 
brosis [Salmon-Ehr] 802 (Jy) 

Partial spontaneous regression of Bowen's disease | Murata] 
429 (Ap) 

Pulsed dye laser-resistant port-wine stains (letter) |Kane] 
839 (Jy) 

Fibrous Dysplasia, Polyostotic 

Pigmentary patterning as a clinical clue of genetic mosa 
icism ‘Paller] 1234 (Oc) 

Skin and bones [Kaplan] 815 (Jy) 

Financing, Government 

Research and dermatologic excellence |Hanifin] 133 (Fe 

Finasteride 

Hair growth therapy(ies) for androgenetic alopecia (letter 
[Rand] 714 (Je) 

Fingers 

Antifungal pulse therapy for onychomycosis: a pharmaco 
kinetic and pharmacodynamic investigation of monthly 
cycles of 1-week pulse therapy with itraconazole 
[De Doncker! 34 (Ja) 

Asymptomatic blue nevus-like macule: localized argyria 
[Espinel] 459 (Ap) 

Chronic finger dermatitis after trauma: posttraumatic ec 
zema with allergic contact dermatitis to neomycin, baci 
tracin, and topical corticosteroids [Sherertz] 459 (Ap) 

Nodular lesions on fingertips: cutaneous sarcoidosis 
[Di Landro] 459 (Ap) 

Psoriatic onycho-pachydern:o-periostitis: a variant of pso- 
riatic distal interphalangeal arthritis? |Boisseau-Garsaud] 
176 (Fe) 

Raynaud's phenomenon secondary to weever fish stings (iet 
ter) [Carducci] 838 (Jy) 

Violaceous rash of dorsal fingers in a woman: chilblain lu 
pus erythematosus (perniosis) [Fisher] 459 (Ap) 

Fish Venoms 

Raynaud's phenomenon secondary to weever fish stings (let 
ter) [Carducci] 838 (Jy) 

FK-506 see Tacrolimus 

Florida 

Surveillance of tuberculosis and AIDS co-morbidity — 
Florida, 1981-1993, from MMWR, 377 (Ap) 

Fluconazole 

Cutaneous Cryptococcus infection and AIDS: report of 12 
cases and review of the literature [Murakawa] 545 (My) 

Flucyvosine 

Cutaneous Cryptococcus infection and AIDS: report of 12 
cases and review of the literature |Murakawa] 545 (My) 

Fludarabine 

Successful treatment of Sézary syndrome with lymphoma- 
tous transformation to large cell lymphoma with 
fludarabine phosphate (letter) [Nikko] 978 (Au) 

Fluorescent Antibody Technique 

Advances in the diagnosis of subepidermal bullous dis- 
eases [Yancey] 220 (Fe) 

Bullous pemphigoid and epidermolysis bullosa acquisita: dif- 
ferentiation by fluorescence overlay antigen mapping 
[De Jong] 151 (Fe) 

Serum from normal elderly individuals contains anti 
basement membrane zone antibodies | Hachisuka] 1201 
(clinical implications) [Bystryn] 1205 (Oc) 

Fluorescent Antibody Technique, Direct 

Deposition cf granular IgA relative to clinical lesions in der- 
matitis herpetiformis [Zone] 912 (Au) 

Neutrophilic spongiosis in pemphigus [Hoss] 315 (Mr) 

Fluorescent Antibody Technique, Indirect 

immune-mediated subepithelial blistering diseases of the mu 
cous membranes: improving the detection of circulating 
autoantibodies by the use of concentrated serum samples 
[Korman] 1194 (Oc) 

Fluorodeoxyglucose 

Early detection of melanoma metastasis using fludeoxyglu 
cose F 18 positron emission tomography [Boni] 875 (Au 

Fluorometry 

Enhanced interaction of patients’ lymphocytes with hu 
man dermal microvascular endothelial cell cultures in ac 
tive Adamantiades-Behcet disease [Treudler] 1323; (clini 
cal implications) [Rogers] 1329 (No) 

Fluoroscopy 

Chronic radiodermatitis following cardiac catheterization 
[Lichtenstein] 663 (Je) 

Radiation injury to skin following fluoroscopically guided 
procedures [Malkinson] 695 (Je); correction, 1302 (No 

Fluoxetine 

Sertraline in the treatment of neurotic excoriations and re- 
lated disorders (letter) [Kalivas] 589 (My) 

Fobliculitis 

Chronic acneiform eruption with crateriform scars: acne ne 
crotica (varioliformis) (necrotizing lymphocytic follicu- 
litis) [Zirn] 1365 (No) 

Cutaneous findings in Gulf War veterans (letter) |Krivda] 
846 (Jy) 

Radial expanding plaque on the chest: eosinophilic pustu- 
lar folliculitis (Ofuji’s disease) [Netzer] 341 (Mr) 

Follow-Up Studies 

How great is the risk of further psoriasis following a single 
episode of acute guttate psoriasis? (letter) [Martin] 717 
(je) 





Long-term follow-up of non-HIV Kapesi’s sarcoma treated 
with low-dose recombinant interferon alfa-2b [Costa da 
Cunha] 285 (Mr) 

Food and Drug Administration (US) see United States Food 
and Drug Administration 

Foot Dermatoses 

Child with unusual palms and soles: epidermolytic paimo- 
plantar keratoderma (PPK) of Vorner [Mascar6] 1507 (De) 

Mycosis fungoides palmaris et plantaris (letter) [Sand 
wich] 971 (Au) 

Papular-purpuric ‘gloves and socks’ syndrome (letter) 
[Veraldi] 975 (Au) 

Foot Diseases 

Compression therapy in painful piezogenic pedal papules 
[Boni] 127 (Fe) 

Mycosis fungoides palmaris et plantaris (letter) [Smoller] 
(reply) [Resnik] 468 (Ap) 

Possible neural basis for the field effect in local recurrence 
of melanoma in situ (letter) [Cramer] 971 (Au) 

Foot Ulcer 

Management of ulcers with exposed Achilles tendon using 
occlusive dressings [Omidi] 1007 (Se) 

Forearm 

Topical 8% glycolic acid and 8% L-lactic acid creams for the 
treatment of photodamaged skin: a double-blind vehicle- 
controlled clinical trial [Stiller] 631 (Je) 

Formularies 

Dermatologic formularies in the managed care setting [James] 
1120 (Se) 

Ethics and micromanaged care [Brodell] 1013 (Se 

Foscarnet 

Treatment of acyclovir-resistani perianal herpetic ulcer- 
ation with intramuscular interferon alfa |Borrego| 1157 
(Oc) 

Fractures, Stress 

Methotrexate osteopathy in long-term, low-dose metho- 
trexate treatment for psoriasis and rheumatoid arthritis 
[Zonneveld] 184 (Fe) 

France 

Case-control study of HIV seroconversion in health-care 
workers after percutaneous exposure to HIV-infected 
blood—France, United Kingdom, and United States, Janu- 
ary 1988-August 1994, from MMWR, 250 (Mr) 

Freckles see Melanosis 

Fruit 

Treatment of psoriasis by cyclosporine and grapefruit juice 
(letter) [Taniguchi] 1249 (Oc) 

Fusion Proteins, Recomb 
Proteins 


see Rec Fusion 





G 


Gatekeepers, Health Service see Referral and Consulta- 
tion 

Gene Amplification 

Detection of human T-cell lymphotrophic virus type | in ar- 
chival tissue specimens [Wood] 1339 (No) 

Gene Expression 

Interleukin-10 1s a predominant cytokine in atopic derma- 
titis (letter) [Kallmann] 1133 (Se) 

Gene Mapping see Chi M 

Gene Therapy 

Keratinocytes as a target for gene therapy: sustained pro 
duction of erythropoietin in mice by human keratino- 
cytes transduced with an adenoassociated virus vector 
[Descamps] 1207; (clinical implications) [Mansur] 1211 
(Oc) 

Prevention and early detection strategies for melanoma and 
skin cancer: current status [Koh] 436 (Ap) 

Genes, fos 

Skin and bones [Kaplan] 815 (Jy) 

Genes, p53 

Demonstration of human papillomavirus type 16-related 
DNA and absence of detectabie p53 gene mutations in 
widespread cutaneous squamous cell carcinomas after oral 
psoralen with UV-A treatment (letter) [Rabben] 1257 (Oc) 

Genes, Reporter 

Keratinocytes as a target for gene therapy: sustained pro- 
duction of erythropoietin in mice by human keratino- 
cytes transduced with an adenoassociated virus vector 
[Descamps] 1207; (clinical implications) [Mansur] 1211 
(Oc) 

Genitalia, Male 

Specific mucosal erosions in hypereosinophilic syndrome 
evidence for eosinophil protein deposition |Aractingi] 535 
(My) 

Germany 

What every dermatologist should know about homeopa- 
thy [Burgdorf] 955 (Au) 

Giant Cells 

Vascular papules on the dorsum of the hands: multinucle- 
ate cell angiohistiocytoma (MCAH) [Duncan] 703 (je) 

Gingivitis 





Granulocyte colony-stimulating factor treatment of cyclic 
neutropenia with recurrent oral aphthae (letter) [Fink- 
Puches] 1399 (No) 

Glomangioma see Glomus Tumor 

Giomerular Filtration Rate 


Long-term safety of cyclosporine in the treatment of pso- 
riasis [Grossman] 623 (Je) 


Long-term use of cyclosporine in dermatology |Zachariae] 
692 (Je) 

Glomus Tumor 

Multiple painful blue nodules: multiple glomus tumors (glo- 
mangiomas) [Yen] 703 (Je 

Gloves, Protective 

Latex allergy: review of 44 cases including outcome and fre 
quent association with allergic hand eczema [Taylor] 265 
(Mr) 

Glucocorticoids 

Pulse glucocorticoid therapy: the ‘big shot’ revisited |Roujeau] 
1499 (De) 

Treatment of pemphigus vulgaris with brief, high-dose in- 
travenous glucocorticoids [Werth] 1435 (De) 

Graft vs Host Disease 

Morbilliform eruption in a liver transplantation patient 
{Connors} 1161 (Oc) 

Granulocyte Colony-Stimulating Factor 

Granulocyte colony-stimulating factor treatment of cyclic 
neutropenia with recurrent oral aphthae (letter) [Fink 
Puches} 1399 (No) 

Treatment of Kaposi's sarcoma [Tur] 327 (Mr) 

Granulocytopenia see Agranulocytosis 

Granuloma 

Erythema elevatum diutinum and Crohn disease: a com- 
mon pathogenic role for measles virus? (letter) [Orteu] 
1524 (De) 


" 4 





see L d Granu- 
lomatosis 

Great Britain 

Case-control study of HIV seroconversion ir health-care 
workers after percutaneous exposure to HIV-infected 
blood—France, United Kingdom, and United States, Janu- 
ary 1988-August 1994, from MMWR, 250 (Mr) 

Griseofulvin 

Ethics and micromanaged care [Brodell] 1013 (Se) 

Hair loss in a 6-month-old child: monilethrix | Amichai] 577 
(My) 

Groin 

Erythrasma owing to an unusual pathogen (letter) [Dellion]} 
716 Je) 

Extensive inguinal lymphadenitis: ecthyma with inguinal 
lymphadenitis |[Duve] 821 (Jy) 

Growth 

Nodular basal cell carcinoma in vivo vs in vitro: establish- 
ment of pure cell cultures, cytomorphologic character- 
istics, ultrastructure, immunophenotype, biosynthetic ac- 
tivities, and generation of antisera |Grando]} 1185 (Oc) 

Guidelines 

American Academy of Dermatology's response to managed 
care and capitation [Russell] 1125 (Se) 

Guinea Pigs 

Comparative percutaneous absorption of lindane and per- 
methrin [Franz] 901 (Au 


Hair 

Telogen alopecia from UV rays (letter) [Camacho] 1398 (No) 

Hair Diseases 

Child with a localized hair abnormality: woolly hair nevus 
[Amichai] 577 (My 

Hair abnormality present since childhood: pili annulati 
[Amichai] 577 (My) 

Hair loss in a 6-month-old child: monilethrix | Amichai] 577 
(My) 

Sisaipho: a new form of presentation of alopecia areata (let 
ter) [Mufioz] 1255 (Oc 

Hair Follicle 

Hyperkeratotic nodule: keratoacanthomalike pilomatri- 
coma |Faust] 577 (My) 

Pilotropic cutaneous T-cell lymphoma without mucinosis 
a variant of mycosis fungoides? [Vergier] 683 (Je) 

Hamartoma Syndrome, Multiple 

Clinicopathologic findings in the Bannayan-Riley 
Ruvalcaba syndrome [Fargnoli] 1214 (Oc) 

Hand 

Edentulous woman with warty lesions: lipoid proteinosis 
[Cannata] 1239 (Oc) 

Latex allergy: review of 44 cases including outcome and fre- 
quent association with allergic hand eczema [| Taylor] 265 
(Mr) 

Mycosis fungoides palmaris et plantaris (letter) [Smoller] 
(reply) [Resnik] 468 (Ap) 

Nail dystrophy in a 35-year-old man: subungual enchon 
droma [Koff] 223 (Fe) 

Palmar chancre and multiple proximal erythematous nod- 
ules: nodular lymphangitis due to Nocardia brasiliensis 
[johnson] 963 (Au) 

Vascular papules on the dorsum of the hands: multinucle- 
ate cell angiohistiocytoma (MCAH) [Duncan] 703 (je) 

Yellowish papules on lateral aspect of palms: focal acral hy- 
perkeratosis [Richey] 1365 (No) 

Hand Dermatoses 

Child with unusual palms and soles: epidermolytic palmo- 
plantar keratoderma (PPK) of Vorner |Mascar6] 1507 (De) 

Mycosis fungoides palmaris et plantaris (letter) (Sand 
wich] 971 (Au) 

Papular-purpuric ‘gloves and socks’ syndrome (letter) 
[Veraldi] 975 (Au 
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Hansen Disease see Leprosy 

Headache 

Papular-purpuric ‘gloves and socks’ syndrome (letter 
[Veraldi] 975 (Au) 

Health Care Delivery see Delivery of Health Care 

Health Care Financing Administration (US) see United States 
Health Care Financing Administration 

Health Care System Reform 

Dermatology: positioned for health care reform |Lober] 1065 
(Se) 

Future of Medicare: their plans, your practice, Medicare re 
form, and how it will affect the practice of dermatology 
[Drake] 1094 (Se 

Health care system reform and the American Academy of 
Dermatology [Sams] 586 (My 

Health Education 

Prevention and early detection strategies for melanoma and 
skin cancer: current status [Koh] 436 (Ap 

Health Maintenance Organizations 

Dermaiologic formularies in the managed care setting [James] 
1120 (Se) ey 

Dermatologists in Kaiser Permanente-Northern Califor” 
nia: satisfaction, perceived constraints, and policy op 
tions [Weinberg] 1057 (Se 

Fatal flaw of Stanton’s doomsday Rx (letter) [Rehder] 1247 
(Oc) 

Is it reasonable for a dermatologist to treat acne? [Webster] 
819 Vy); correction, 1135 (Se 

Managed care and the treatment of skin diseases: derma 
tologists do it less often [Stern] 1039 (Se) 

Professional ethics and managed care in dermatology 
[Hammes] 1070 (Se) 

Rx: capitation ... a bitter pill for the near future: 2400 Ameri 
can dermatologists in the year 2000? [Stanton] 387 (Ap) 

Health Mjnpower 

Rx: capitation ... a bitter pill for the near future: 2400 Ameri 
can dermatologists in the year 2000? [Stanton] 387 (Ap) 

Health Personne! 

Case-control study of HIV seroconversion in health-care 
workers after percutaneous exposure to HIV-infected 
blood—France, United Kingdom, and United States, Janu 
ary 1988-August 1994, from MMWR, 250 (Mr) 

Health Services Accessibility 

American Academy of Dermatology's response to managed 
care and capitation [Russell] 1125 (Se) 

Managed care and dermatology {Arndt} 1029 (Se) 

Health Surveys 

Survey of knowledge of and awareness about melanoma— 
United States, 1995, from MMWR, 747 (Jy) 

Heart Defects, Congenital 

PHACE syndrome: the association of posterior fossa brain 
malformations, hemangiomas, arterial anomalies, coarc 
tation of the aorta and cardiac defects, and eye abnor- 
malities [Frieden] 307 (Mr) 

Heel 

Compression therapy in painful piezogenic pedal papules 
[Boni] 127 (Fe) 

Hela Cells 

Keratinocytes as a target for gene therapy: sustained pro- 
duction of erythropoietin in mice by human keratino 
cytes transduced with an adenoassociated virus vector 
[Descamps] 1207; (clinical implications) [Mansur] 1211 
(Oc) 

Helicobacter pylori 

Eradication of Helicobacter pylori as the only successful treat- 
ment in rosacea (letter) |[Kolibasova] 1393 (No) 

Helicobacter pylori antibodies in patients with psoriasis (let 
ter) [Halasz] 95 (Ja); correction, 616 (Je) 

Helper Cells see T-Lymphocytes, Helper-Inducer 

Hemangioma 

PHACE syndrome: the association of posterior fossa brain 
malformations, hemangiomas, arterial anomalies, coarc 
tation of the aorta and cardiac defects, and eye abnor 
malities [Frieden] 307 (Mr 

Slowly enlarging, erythematous macule in a child: tufted an 
gioma [Lockman] 703 (Je 

Unilateral keratotic vascular lesion on the leg: verrucous hem- 
angioma [Wong] 703 (Je 

Hematoma 

Perirectal hematoma presenting as purpura [Kane] 615 (je) 

Hemochromatosis 

Jaundice and bleeding from peripheral intravenous sites in 
a neonate: neonatal hemochromatosis (idiopathic neo 
natal iron-storage disease) |Leal-Khouri] 1507 (De) 

Hemorrhage 

Acute onset of bilateral hemorrhagic leg lesions: pneumo 
coccal cellulitis |House| 81 (ja 

Complications of cutaneous surgery in patients who are tak 
ing warfarin, aspirin, or nonsteroidal anti-inflammatory 
drugs [Otley] 161 (Fe 

Jaundice and bleeding ‘rom peripheral intravenous sites in 
a neonate: neonatal hemochromatosis (idiopathic neo 
natal iron-storage disease) |Leal-Khouri] 1507 (De 

Perirectal hematoma presenting as purpura [Kane] 615 (je 

Henoch Purpura see Purpura, Schonlein-Henoch 

Heparin 

Cutaneous necrosis: heparin necrosis [Whitmore] 341 (Mr 

Hepatitis 

Morbilliform eruption in a liver transplantation patient 
{Connors} 1161 (Oc 





Hepatitis B Surface Antigens 

Abnormal serum porphyrin levels in patients with the ac- 
quired immunodeficiency syndrome with or without hepa- 
titis C virus infection [Nomura] 906 (Au) 

Hepatitis C 

Abnormal urinary coproporphyrin levels in patients in 
fected by hepatitis C virus with or without human im- 
munodeficiency virus: a study of 177 patients [Cribier] 
1448 (De) 

Hepatitis C virus and human immunodeficiency virus in- 
fection can alter porphyrin metabolism and lead to por- 
phyria cutanea tarda [Blauvelt| 1503 (De) 

Hepatitis C virus infection in patients with psoriasis (let 
ter) [Kanazawa] 1391 (No) 

Porphyrin abnormalities in acquired immunodeficiency syn 
drome [O'Connor] 1443 (De) 

Hepatitis C Viruses 

Abnormal serum porphyrin levels in patients with the ac- 
quired immunodeficiency syndrome with or without hepa- 
titis C virus infection [Nomura] 906 (Au) 

Detection of antineutrophil cytoplasmic antibodies in pa 
tients with hepatitis C virus-induced cutaneous vasculi 
tis with mixed cryoglobulinemia (letter) [Romani] 974 
(Au) 

Hepatitis C virus in dermatology (letter) [Fisher] 1247 (Oc) 

Hepatitis C virus infection and porphyria cutanea tarda in 
Australasia (letter) [Salmon] 91 (Ja) 

Hereditary Diseases 

Absence of detectable a, integrin in pyloric atresia 
junctional epidermolysis bullosa syndrome: application 
for prenatal diagnosis in a family at risk for recurrence 
[Shimizu] 919 (Au) 

Hypertrichosis cubiti (letter) [Di Lernia] 589 (My) 

Juvenile xanthogranuloma, neurofibromatosis, and juve 
nile chronic myelogenous leukemia (letter) |Zvulunov] 
712 Ge) 

Less than human, more than human: the use of mouse mod- 
els in dermatologic research [King] 508 (My) 

Pulsed dye laser-resistant port-wine stains (ietter) [Kane] 
839 (Jy) 

Heroin Dependence 

Wound botulism—California, 1995, from MMWR, 123 (Fe) 

Herpes Simplex 

Erythema multiforme with mucous membrane involve 
ment and Stevens-Johnson syndrome are clinically dif 
ferent disorders (letter) [Bystryn] (reply) |Assier] 711 (Je) 

Persistent perineal ulcerations: erosive herpes simplex 
[Dietrich] 81 (Ja) 

Herpes Simplex Virus see Simplexvirus 

Herpesvirus 3, Human 

Vesicular eruption on the scalp: varicella-zoster virus with 
Torulopsis glabrata colonization |Meffert] 963 (Au) 

Herpesvirus 4, Human 

Absence of Epstein-Barr virus in lymphomatoid papulosis 
an immunohistochemical and in situ hybridization study 
|Sangtieza] 279 (Mr) 

Epstein-Barr virus and lymphomatoid papulosis: a suspect 
exonerated (at least for now) [LeBoit] 335 (Mr) 

lymphomatoid granulomatosis of the skin and lung: an an- 
giocentric T-cell-rich B-cell lymphoproliferative disor- 
der [McNiff] 1464 (De) 

Hip 

Effects of isotretinoin on bone mineralization during rou 
tine therapy with isotretinoin for acne vulgaris |Margolis] 
769 (Jy) 

H H2 A 

Cimetidine therapy for recalcitrant warts in adults [Glass] 
680 (Je) 

Histiocytoma see Dermatofibroma 

Histology 

Utility of submitting fibroepithelial polyps for histological 
examination |Eads] 1459 (De) 

Histoplasmosis 

Palpable purpura in an HIV-positive patient: disseminated 
histoplasmosis [Phillips] 341 (Mr) 

History of Medicine 

History of photography in dermatology: milestones from the 
roots to the 20th century [Neuse] 1492 (De) 

HIv-1 

Persistent lack of detectable HIV-1 antibody in a person with 
HIV infection—Utah, 1995, from MMWR, 873 (Au 

HIV Infections 

Abnormal serum porphyrin levels in patients with the ac 
quired immunodeficiency syndrome with or without hepa- 
titis C virus infection [Nomura] 906 (Au) 

Abnormal urinary coproporphyrin levels in patients in 
fected by hepatitis C virus with or without human im- 
munodeficiency virus: a study of 177 patients |Cribier] 
1448 (De) 

Case-control study of HIV seroconversion in health-care 
workers after percutaneous exposure to HIV-infected 
blood—France, United Kingdom, and United States, Janu- 
ary 1988-August 1994, from MMWR, 250 (Mr) 

Hepatitis C virus and human immunodeficiency virus in 
fection can alter porphyrin metabolism and lead to por 
phyria cutanea tarda [Blauvelt] 1503 (De) 

Palpable purpura in an HIV-positive patient: disseminated 
histoplasmosis [Phillips] 341 (Mr) 

Persistent lack of detectable HIV-1 antibody in a person with 
HIV infection—Utah, 1995, from MMWR, 873 (Au) 





Persistent perineal ulcerations: erosive herpes simplex 
[Dietrich] 81 (Ja) 

Porphyrin abnormalities in acquired immunodeficiency syn 
drome [O'Connor] 1443 (De) 

Tinea corporis resembling dermatophyte colonies on Sab- 
ouraud’s agar in a patient with the human immunodefi 
ciency virus (letter) [Schmitt] 233 (Fe) 

Treatinent of acyclovir-resistant perianal herpetic ulcer 
ation with intramuscular interferon alfa [Borrego| 1157 
(Oc) 

HIV Seroconversion sec HIV Seropositivity 

HIV Seropositivity 

Case-control study of HIV seroconversion in health-care 
workers after percutaneous exposure to HIV-infected 
blood—France, United Kingdom, and United States, Janu 
ary 1988-August 1994, from MMWR, 250 (Mr 

Palpable purpura in an HIV-positive patient: disseminated 
histoplasmosis [Phillips] 341 (Mr) 

HLA-DR Antigens 

Assembling the puzzle pieces in atopic inflammation 
[Hanifin] 1230 (Oc) 

Circulating skin-homing T cells in atopic dermatitis: selec 
tive up-regulation of HLA-DR, interleukin-2R, and CD30 
and decrease after combined UV-A and UV-B photo 
therapy [Piletta] 1171; (clinical implications) |Cooper] 
1177 (Oc) 

Hodgkin Disease 

Absence of Epstein-Barr virus in lymphomatoid papulosis 
an immunohistochemical and in situ hybridization study 
[Sangiieza] 279 (Mr) 

Epstein-Barr virus and lymphomatoid papulosis: a suspect 
exonerated (at least for now) [LeBoit] 335 (Mr) 

Homeopathy 

What every dermatologist should know about homeopa 
thy [Burgdorf] 955 (Au) 

Homeostasis 

Signaling networks in barrier homeostasis: the mystery wid 
ens [Elias] 1505 (De) 

Hospitals, Teaching 

Impact of managed care on graduate medical education and 
academic medical centers [Bolognia] 1078 (Se 

HTLV-1 

Absence of human T-cell lymphotropic virus genomic de 
terminants in canine mycosis fungoides (letter) [Fiven 
son} 841 (Jy) 

Detection of human T-cell lymphotrophic virus type | in ar 
chival tissue specimens [Wood] 1339 (No) 

HTLV-II 

Absence of human T-cell lymphotropic virus genomic de 
terminants in canine mycosis fungoides (letter) [Fiven 
son] 841 (Jy) 

Hydrocortisone 

Keratoacanthomas and skin neoplasms associated with sura 
min therapy (letter) [Kobayashi] 96 (Ja) 

Hydrocortisone, Topical 

Comparison of dermatologists and generalists: manage 
ment of childhood atopic dermatitis [Resnick] 1047 (Se 

Hydroxy Acids 

Topical 8% glycolic acid and 8% L-lactic acid creams for the 
treatment of photodamaged skin: a double-blind vehicle- 
controlled clinical trial [Stiller] 631 (Je) 

Hydroxymethylglutary! CoA Reductases 

Coadministration of itraconazole with hypolipidemic agents 
may induce rhabdomyolysis in healthy individuals (let 
ter) [Horn] 1254 (Oc) 

Hydroxyurea 

Cutaneous carcinoma during long-term hydroxyurea therapy 
a report of 5 cases (letter) |Callot-Mellot] 1395 (No 

Hydroxyzine 

Palmoplantar pustules in an infant: acropustulosis of in 
fancy [Dorton] 1365 (No) 

Hypereosinophilic Syndrome 

Idiopathic hypereosinophilic syndrome (Weller! 583 (My) 

Specific mucosal erosions in hypereosinophilic syndrome 
evidence for eosinophil protein deposition |Aractingi| 535 
(My) 

Hyperkeratosis 

Unilateral perianogenital papulokeratotic lesion: inflamma- 
tory linear verrucous epidermal nevus (ILVEN) 
[Oprsalova] 1507 (De) 

Yellowish papules on lateral aspect of palms: focal acral hy 
perkeratosis [Richey] 1365 (No) 

Hyperkeratosis Palmaris et Plantaris see Keratoderma, 
Palmoplantar 

Hyperlipidemia 

Coadministration of itraconazole with hypolipidemic agents 
may induce rhabdomyolysis in healthy individuals (let 
ter) [Horn] 1254 (Oc) 

Hyperoxaluria 

Acute livedo racemosa in a patient with type | primary hy- 
peroxaluria (letter) [Plorer] 349 (Mr) 

Hyperparathyroidism 

Osteoporosis and long-term etretinate therapy (letters 
[Margolis, Whitmore] 713 (reply) [DiGiovanna] 714 (Je 

Hyperpigmentation 

Analysis of 54 cases of hypopigmentation and hyperpig 
mentation along the lines of Blaschko |Nehal] 1167 (Oc) 

Annular lesions in a black woman: annular lichen planus 
(LP) [Boyd] 1105 (Se) 
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Clinical and histopathological characteristics of basal cell 
carcinoma in Japanese patients [Kikuchi] 320 (Mr) 

idiopathic lenticular mucocutaneous pigmentation or Lau- 
gier-Hunziker syndrome with atypical features (letter) 
|Gerbig] 844 (jy) 

Mycosis fungoides palmaris et plantaris (letter) [Sand 
wich] 971 (Au) 

Q-switched ruby laser treatment of minocycline-induced cu- 
taneous hyperpigmentation (letter) [Knoell] 1251 (Oc) 

Reticulated ephelides: ‘inkspots’ revisited (letter) [Smith] 
353 (Mr) 

Topical 8% glycolic acid and 8% L-lactic acid creams for the 
treatment of photodamaged skin: a double-blind vehicle 
controlled clinical trial [Stiller] 631 (Je) 

Treatment of minocycline-induced hyperpigmentation with 
the Q-switched ruby laser (letter) [Tsao] 1250 (Oc) 

Hypersensitivity 

Multiply recurrent cellulitis (letter) [Leicht] 1131 (reply) 
[Manders] 1132 (Se) 

Hypersensitivity, Delayed 

Delayed-type hypersensitivity after subcutaneous adminis- 
tration of amide anesthetic (letter) [Whalen] | 256 (Oc) 

Interleukin-10 is a predominant cytokine in atopic derma- 
titis (letter) [Kallmann] 1133 (Se) 

Hypertension 

Long-term safety of cyclosporine in the treatment of pso- 
riasis [Grossman] 623 (Je) 

Long-term use of cyclosporine in dermatology |Zachariae] 
692 (Je) 

Hypertrichosis 

Hypertrichosis cubiti (letter) [Di Lernia] 589 (My) 

Hypopigmentation 

Analysis of 54 cases of hypopigmentation and hyperpig- 
mentation along the lines of Blaschko |Nehal] 1167 (Oc) 


ld 





P Hype see Hypereosino- 
philic Syndrome 

IgA 

Bullous drug eruption treated with amputation: a challeng- 
ing case of vancomycin-induced linear IgA disease 
[Bitman] 1289 (No 

Deposition of granular IgA relative to clinical lesions in der 
matitis herpetiformis [Zone] 912 (Au) 

Erythema elevatum diutinum associated with IgA parapro 
teinemia successfully controlled with intermittent plasma 
exchange [Chow] 1360 (No) 

IgG 

Advances in the diagnosis of subepidermal bullous dis- 
eases [Yancey] 220 (Fe) 

Bullous pemphigoid and epidermolysis bullosa acquisita: dif- 
ferentiation by fluorescence overlay antigen mapping 
[De Jong} 151 (Fe) 

Neutrophilic spongiosis in pemphigus [Hoss] 315 (Mr) 

Iliac Artery 

Perirectal hematoma presenting as purpura [Kane] 615 (Je) 

Immune Sera 

Nodular basal cell carcinoma in vivo vs in vitro: establish 
ment of pure cell cultures, cytomorphologic character- 
istics, ultrastructure, immunophenotype, biosynthetic ac- 
tivities, and generation of antisera [Grando] 1185 (Oc) 

Immune System 

From bedside to the bench and back: nitric oxide and the 
cutis [Qureshi] 859 (Au) 

Immunoblotting 

immune-mediated su epithelial blistering diseases of the mu 
cous membranes: improving the detection of circulating 
autoantibodies by the use of concentrated serum samples 
[Korman] 1194 (Oc) 

Serum from normal elderly individuals contains anti- 
basement membrane zone antibodies | Hachisuka] 1201 
(clinical implications) [Bystryn] 1205 (Oc) 

Immunocompromised Host 

Disseminated strongyloidiasis in a patient with acquired im- 
munodeficiency syndrome (letter) [Kao] 977 (Au) 

Pseudallescheria boydii in an immunocompromised host: suc- 
cessful treatment with débridement and itraconazole 
[Ruxin] 382 (Ap) 

immunofluorescence Technique, Direct see Fluorescent 
Antibody Technique, Direct 

Immunofluorescence Technique, Indirect see Fluorescent 
Antibody Technique, Indirect 

Immunofluorescence Technique see Fluorescent Anti- 
body Technique 

Immunoglobulins, Light-Chain 

Atrophic outpouchings of abdominal skin: nodular cuta 
neous amyloidosis [Carroll] 223 (Fe) 

Immunohistochemistry 

Absence of Epstein-Barr virus in lymphomatoid papulosis 
an immunohistochemical and in situ hybridization study 
[Sangueza] 279 (Mr) 

Immunophenotyping 

Nodular basal cell carcinoma in vivo vs in vitro: establish- 
ment of pure cell cultures, cytomorphologic character- 
istics, ultrastructure, immunophenotype, biosynthetic ac- 
tivities, and generation of antisera |Grando] 1185 (Oc) 

!mmunoprecipitation see Precipitin Tests 





Immunosuppressive Agents 
Occurrence of alopecia areata in a patient receiving sys 
temic cyclosporine A (letter) |Misciali] 843 (Jy 
Immunotherapy 
Prevention and early detection strategies for melanoma and 
skin cancer: current status [Koh] 436 (Ap 
Impulsive Behavior 
Motivation for tattoo removal [Armstrong]| 41 
Motivation for tattoo removal (letter) [Varma 
In Situ Hybridization 
Absence of Epstein-Barr virus in lymphomatoid papulosis 
an immunohistochemical and in situ hybridization study 
Sangteza| 279 (Mr 
Epstein-Barr virus and lymphomatoid papulosis: a suspe 
exonerated (at least for now) |LeBoit| 335 “Mr 
Expression of interleukin-4 in scleroderma skin specimens 
and scleroderma fibroblast cultures: potential role in fi 
brosis [Salmon-Ehr] 802 (Jy 
Subcutaneous tissue involvement by T-cell lymphoma: a re 
port of 2 cases [Monterroso} 1345 (N« 
In Vitro 
Nodular basal cell carcinoma in viv vitro: establish 
ment of pure cel! cultures, cytomorphologic character 
istics, ultrastructure immunophe notype, bios ynthetic ac 
tivities, and generation of antisera [Grando| 1185 (Ox 
Incentives see Motivation 
Independent Practice Associations 
Dermatology independent practice ass 
1099 (Se 
Infant 
Diffuse cutaneous mastocytosis: treatment with oral psor 
alen plus UV-A [Mackey] 1429 (De 
Hair loss in a 6-month-old child: monilethrix | Amichai 
My 
Infantile perianal pyramidal protrusion |Kayashima] 1481 
De 
Multiple erythematous tender papules and nodules in an | | 
month-old boy: Sweet syndrome (SS) (acute febrile neu 
trophilic dermatosis) |Hassouna] 1507 (De 
Palmoplantar pustules in an infant: acropustulosis 
fancy |Dorton] 1365 (No 
Infant, Newborn 
Jaundice and bleeding from peripheral intravenous sites in 
a neonate: neonatal hemochromatosis (idiopathic ne 
natal iron-storage disease) |Leal-Khouri] 1507 (De 
Neonatal curettage of giant congenital melano 
De Raeve! 2 
Neonatal Malassezia furfur pustulosis |Rapelanoro]| 190 (Fe 
Newborn infant with multiple purple skin nodules: con 
genital monocytic leukemia (“blueberry muffin” neo 
nate) [Artal] 341 (Mr 
Infant, Premature 
Spontaneous atrophic patches in extremely premature in 
fants: anetoderma of prematurity |Prizant| 671 (Je 
Infectious Diseases see Communicable Diseases 
Inflammation 
Assembling the puzzle pieces in atopic inflammation 
Hanifin}] 1230 (Oc 
Eczematous dermatitis? (letter) [Sherertz] (repli Drake 
1130 (Se 
Spontaneous atrophic patches in extremely premature in 
fants: anetoderma of prematurity [Prizant| 671 (Je 
Use of high-frequency ultrasound as a method of assessing 
the severity of a plaque of psoriasis [Gupta] 658 (Je 
Informed Consent 
Ethics and micromanaged care |Brodell| 1013 (Se 
Infusions, Intravenous 
Curative treatment for pemphigus (letter) [Pasricha] 1518 
De 
Pulse glucocorticoid therapy: the ‘big shot’ revisited [Roujeau 
1499 (De 
Treatment of pemphigus vulgaris with brief, high-dose in 
travenous glucocorticoids [Werth] 1435 (De 
Injections, Intralesional 
Treatment of Kaposi's sarcoma [Tur] 327 (Mr 
Injections, Subcutaneous 
Cutaneous necrosis: heparin necrosis [Whitmore] 341 (Mr 
Insomnia 
Systemic tacrolimus (FK 506) is effective for the treatment 
of psoriasis in a double-blind, placebo-controlled study 
European FK 506 Multicentre Psoriasis Study Group 
419 Ap 
Integrins 
Absence of detectable a, integrin in pyloric atresia 
junctional epidermolysis bullosa syndrome: application 
for prenatal diagnosis in a family at risk for recurrence 
Shimizu] 919 (Au 
Interferon Alfa 
Failure of interferon alfa and isotretinoin combination 
therapy in the nevoid basal cell carcinoma syndrome (let 
ter) 'Sollitto] 94 (Ja 
Specific mucosal erosions in hypereosinophilic syndrome 
evidence for eosinophil protein deposition | Aractingi| 535 
My 
Treatment of acyclovir-resistant perianal herpetic ulcer 
ation with intramuscular interferon alfa [Borrego] 1157 
Oc 


Treatment of Kaposi's sarcoma [Tur] 327 (Mr 


Interferon Alfa-2b 

Hepatitis C virus infection in patients with psoriasis (let 
ter) [Kanazawa] 1391 (N 

Long-term follow-up of non-HIV Kaposi's sarcoma treated 
with low-dose recombinant interferon alfa-2b | Costa da 


Cunha] 285 (Mr 

Interleukin-2 

Assembling the puzz es atopic inflammation 
Hanilin}] 1230 (Ox 

Circulating skin-homing T in atopic dermatitis: selec 
tive up-regulation of HLA-DR, interleukin-2R, and CD30 

A and UV-B photo 


nical implications) [Cooper 


and decrease after ed | 

therapy | Piletta 

L177 (Or 

interleukin-4 

Expression of interleukin-4 in scleroderma skin specimens 
and scleroderma fibroblasi cultures: potential role in fi 
brosis |Salmon-Ehr]| 8¢ 

Interleukin-10 

Interleukin- 10 is a predominant cytokine in atopic derma 
titis Getter) |Kallmanr 133 (Se 

internship and Residency 

Health care system reform and the American Academy of 
Dermatology |Sams]| 586 (My 

Lack of correlation between internists’ ability in dermatol 
ogy and their patterns of treating patients with skin dis 
ease |Kirsner| 1043 (S« 

Restructuring dermatolog C tion at Cleveland medi 
al centers affiliated wit s estern Reserve Univer 
sity [Wood] 1085 (Se 

Symposia for teaching dermatology to primary care physi 
cians: abstracts presented at the Sixth Winter Meeting of 
the Residency Curriculum Exchange Group, February 13 
1996, Washington, DC [Cruz] 1091 (Se 

Interobserver Variation see Observer Variation 

Interprofessional Relations 

Patient referrals to a dermatologis he referring physi 


ian's perspective |Eagistein| 292 (Mr 


Intertrigo 


Erythrasma owing to an unusual pathogen (letter) | Dellion 


16 (Je 


lron 
Treatment of minocycline-induced hyperpigmentation with 
the Q-switched ruby laser (letter Tsao} 1250 (Ox 


Ischemic Heart Disease see Myocardial Ischemia 

Isoniazid 

Slow growing lesion on the face: lupus vulgaris |Moiin] 81 
Ja 

Isotretinoin 

Acne therapy: medication use and sources of care in office 
based practice [Stern 6 (Jy 

Effects of isotretinoin on bone mineralization during rou 
tine therapy with isotretinoin for acne vulgaris | Margolis 
769 (Jy 

Failure of interferon alfa and isotretinoin combination 

' 


therapy in the nevoid basal cell carcinoma syndrome (let 


ter) [Sollitto|] 94 ja 

Is it reasonable for 
Webster! 819 (Js 

Osteoporosis and long-term etretinate therapy (letters 
Margolis, Whitmore} 713 (reply) |[DiGiovanna] 714 (Je 

Pilotropic cutaneous T-cell lymphoma without mucinosis 
a variant of mycosis fungoides? | Vergier| 683 (Je 

Severe acute myopathy induced by isotretinoin (letter 
Fiallo] 1521 (De 

ISSUES IN DERMATOLOGY (Storrs FJ, ed 

Ethics and micromanaged care |Brodell} 1013 (Se 

Melanoma epidemic: is increased surveillance the solution 
or the problem? [Swerlick] 881 (Au 

Research and dermatologic excellence |Hanifin| 133 (Fe 

Role of the part-time physician-teacher in dermatology 
Brodell] 758 (Jy 

Rx: capitation ... a bitter pill for the near future: 2400 Ameri 
can dermatologists in the year 2000? [Stanton] 387 (Ap 

Itraconazole 

Antifungal pulse therapy for onychomycosis: a pharmaco 
kinetic and pharmacodynamic investigation of monthly 
cycles of l-week pulse therapy with itracons 
De Doncker| 34 (Ja 

Coadministration of itraconazole with hypolipidemic agents 
may induce rhabdomyolysis in healthy individuals (le 
ter) |Horn} 12 On 

Cutaneous lesions provide a clue to mysterious pulmonary 
process: pulmonary and cutaneous North American blas 


tomycosis infection |Weil] 821 Uy 


Disseminated ulcerated papules and nodules: cutaneous dis 
seminated sporotrichosis | Ticoras} 963 (Au 

Ethics and micromanaged care |Brodell| 1013 (Se 

Peripheral edema due to nifedipine-itraconazole interac 
tion: a case report (letter) | Tailor 50 (Mr); correction 
1374 (No 

Pseudallescheria boydii in an immunocompromised host: suc 
essful treatment with débridement and itraconazole 
Ruxin| 382 (Ap 

Treatment of cutaneous leishmaniasis with itraconazole: ran 


domized double-blind study [Momeni] 784 (Jy 
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Japan 

Clinical and histopathological characteristics of basal cell 
arcinoma in Japanese patients | Kikuchi] 320 (Mr 

jaundice 

Jaundice and bleeding from peripheral intravenous sites in 
a neonate: neonatal hemochromatosis (idiopethic neo 
natal iron-storage disease Leal-Khouri| 1507 (De 

Job Satisfaction 

Dermatologists in Kaiser Permanente-Northern Califor 
nia: satisfaction, perceived nstraints, and policy op 
tions |Weinberg] 1( Se 


Journals see Periodicals 


Junctional Epidermolysis Bullosa see Epidermolysis Bullosa 
Junctional 


h 


Kaposi Sarcoma see Sarcoma, Kaposi 

Keloid 

Functional alyses of the stratum corneum in scars: se 
quential studies after injury and comparison among ke 
loids, hypertrophic scars, and atrophic scars |Suetake 
1453; (clinical implications) |Elias| 1458 (De 

Signaling networks in barrier homeostasis: the mystery wid 


ens | Elias} 1505 (De 


Keratin 
Hair abnormality present since childhood: pili annulati 
Amichai| 5 My 

Linkage of an American pedigree with palmoplantar kera 
toderma ani malignancy (palmoplantar ectodermal dys 
plasia type IID t iterature survey and proposed 
updated classification of the keratodermas [Stevens] 640 
Je 

Olmsted syndrome: case report and identification of a kera 


tin abnormality | Kress Jy 


Keratinocytes 

Enhanced interaction of patients’ lymphocytes with hu 
man dermal microvascular endothelial cell cultures in ac 

Adamantiades-Behcet disease | Treudler| 1323, (clini 

al implications rs} 1329 (Ne 

Keratinocytes as a target for gene therapy: sustained pro 

duction of erythropoietin in mice by human keratino 

ytes transduced with an adenoassociated virus vector 

Descamps| 120 linical implications) |Mansur| 1211 
Ox 

Nodular basal cell carcinoma in vivo vs in vitro: establish 
ment of pure cell cultures, cytomorphologic character 
istics, ultrastructure, immunophenotype, biosynthetic ac 
tivities, and generation of antisera |[Grando| 1185 (Ox 

Partial spontaneous regression of Bowen's disease |Murata 
429 (Ay 

Possible neural basis for the field effect in local recurrence 


of melanoma in situ (letter) [Cramer] 971 (Au 


Keratoacanthoma 

Hvyperkeratotic nodule ratoacanthomalike pilomatri 
yma |Faust| 5 My 

Keratoacanthomas and skin neoplesms associated with sura 


min therapy (letter 


Keratoderma, Palmoplantar 

Child with unusual palms and soles: epidermolytic palmo 
plantar keratoderma (PPK) of Vorner |Mascar6] 1507 (De 

Linkage of American pedigree with palmoplantar kera 
toderma and malignan palmoplantar ectodermal dys 
plasia type III) to 17q24: literature survey and proposed 
updated classification of the keratodermas | Stevens] 640 
Je 

Mycosis fungoides palmar t plantaris (letter Sand 
wich] 971 (Au 

Otmsted syndrome t and identification of a kera 


tin abnormality 


Keratosis 

Actinic keratoses: the bald fa letter) |[Long}) 1132 (Se 

Coexisting malignancies in patients with malignant melz 
noma (letter) [Helm] 4 Ap 


Cutaneous carcinoma during long-term hydroxyurea therapy 


a report of 5 cases (letter allot-Mellot| 1395 (N« 

Yellow plaque with keratotic papules on the abdomen: per 
forating calcific elastosis (periumbilical perforating pseu 
joxanthoma elasticum [PXE], localized acquired cuta 
neous PXE Kart 23 (Fe 

Keratosis, Seborrheic 

Complications of cutaneous surgery in patients who are tak 
ng warfarin, aspirin nsteroida! anti-inflammatory 

drugs |Otley} | 

it 


Quality assessment ens relerred 


anonymous consultants 


Ketoconazole 
Disseminated ulcerated papules and nodules. cutaneous dis 
seminated sporotrichost I ras| 9¢ Au 


Neonatal Malassezia furfur pustulosis | Rapelanor 


Kidney Diseases 

Long-term safety r ' n the treatment of ps 
masis |Urossman 

Long-term use < r dermat Zachariae 


692 (le 





Failure 
Calciphylaxis without renal failure (letter) [Fader] 837 (Jy) 


L 


Laboratories 

Quality assessment of skin biopsy specimens referred to 
anonymous consultants |Penneys] 1053 (Se) 

Lactate Dehydrogenase 

Increased serum concentration of the soluble interleu- 
kin-2 receptor in c T-cell lymph clinical and 
prognostic implications [Wasik] 42; (clinical implica- 
tions) [Kim] 46 (ja) 

Laminin 

Generalized atrophic benign epidermolysis bullosa: either 
180-kd bullous pemphigoid antigen or laminin-5 defi- 
ciency [Jonkman] 145 (Fe) 

Laser Surgery 

Histologic evaluation of preauricular and postauricular hu- 
man skin after high-energy, short-pulse carbon dioxide 
laser [Cotton] 425 (Ap) 

Laser skin resurfacing [Hruza] 451 (Ap) 

Motivation for tattoo removal [Armstrong] 412 (Ap) 

Pulsed carbon dioxide laser resurfacing of photoaged facial 
skin [Fitzpatrick] 395 (Ap) 

Pulsed carbon dioxide laser, trichloroacetic acid, Baker- 
Gordon phenol, and dermabrasion: a comparative clini- 
cal and histologic study of cutaneous resurfacing in a por- 
cine model (letter) [Fitzpatrick] 469 (Ap) 

Pulsed dye laser-resistant port-wine stains (letter) [Kane] 
839 (Jy) 

Q-switched ruby laser treatment of minocycline-induced cu- 
taneous hyperpigmentation (letter) [Knoell] 1251 (Oc) 

Skin reflectance-guided laser selections for treatment of deco- 
rative tattoos |Haedersdal] 403 (Ap); correction, 818 (Jy) 

Treatment of Kaposi's sarcoma [Tur] 327 (Mr) 

Treatment of minocycline-induced hyperpigmentation with 
the Q-switched ruby laser (letter) [Tsao] 1250 (Oc) 
Treatment of traumatic tattoos with the Q-switched neo- 

dymium:YAG laser [Suzuki] 1226 (Oc) 

Lasers 

Pulsed dye laser treatment of telangiectatic chronic ery- 
thema of cutaneous lupus erythematosus (letter) [Nufez] 
354 (Mr) 

Treatment of small and medium congenital nevi with the 
Q-switched ruby laser [Waldorf] 301 (Mr) 

Latex Rubber see Rubber 

Learning 

Learning and teaching in dermatology: a practitioner's guide 
[Brodell] 946 (Au) 

Leg 

Acute onset of bilateral hemorrhagic leg lesions: pneumo- 
coccal cellulitis [House] 81 (Ja) 

Primary cutaneous large B-cell lymphomas of the legs: a dis- 
tinct type of cutaneous B-cell lymphoma with an inter- 
mediate prognosis [Vermeer] 1304 (No) 

Unilateral keratotic vascular lesion on the leg: verrucous hem- 
angioma [Wong] 703 (Je) 

Leg Ulcer 

Livedoid vasculitis: response to low-dose danazol {Hsiao} 
749 (Uy) 

Nonhealing leg ulcer: angiocentric T-cell lymphoma | Pion] 
1105 (Se) 

Treatment of recalcitrant leg ulcers in cryoglobulinemia types 
| and II with plasmapheresis [McGovern] 498 (My) 

Legislation, Medical 

Future of Medicare: their plans, your practice, Medicare re- 
form, and how it will affect the practice of dermatology 
[Drake] 1094 (Se) 

Leishmania major 

Treatment of cutaneous leishmaniasis with itraconazole: ran- 

domized double-blind study [Momeni] 784 (Jy) 

Leish iasi 

Chronic lupoid leishmaniasis: evaluation by polymerase chain 
reaction [Momeni] 198 (Fe) 

Treatment of cutaneous leishmaniasis with itraconazole: ran- 
domized double-blind study [Momeni] 784 (Jy) 

Lentigo 

Avoiding sampling error in the biopsy of pigmented le 
sions [Stevens] 1380 (No) 

Clinicopathologic findings in the Bannayan-Riley- 
Ruvalcaba syndrome [Fargnoli] 1214 (Oc) 

Pigmented lesions in actinically damaged skin: histopatho- 
logic comparison of biopsy and excisional specimens 
[Somach] 1297 (No) 

Reticulated ephelides: ‘inkspots’ revisited (letter) [Smith] 
353 (Mr) 

Leprosy 

Case of relapsed leprosy successfully treated with sparfloxa- 
cin (letter) [Sugita] 1397 (No) 

Generalized rash in a Dominican immigrant: borderline lep- 
rosy (Hansen's disease) with type | upgrading (ie, rever- 
sal) reaction [Zirn] 81 (Ja) 

Widespread annular erythematous plaques: multibacillary 
leprosy [Sowell] 963 (Au) 

Leukemia, Monocytic, Acute 

Newborn infant with multiple purple skin nodules: con- 
genital monocytic leukemia (“blueberry muffin” neo- 
nate) [Attal] 341 (Mr) 








Leukemia, Myelocytic, Acute 

Pseudallescheria boydii in an immunocompromised host: suc 
cessful treatment with débridement and itraconazole 
{Ruxin] 382 (Ap) 

Leukemia, Myelogenous, Acute see Leukemia, Myelo- 
cytic, Acute 

Leukemia, Myelogenous, Chronic see Leukemia, Myeloid, 
Chronic 

Leukemia, Myeloid 

Are neutrophilic dermatoses during granulocytopenia re 
ally neutrophilic? (letter) [Misery] (reply) |Aractingi] 832 
Uy) 

Leukemia, Myeloid, Chronic 

Juvenile xanthogranuloma, neurofibromatosis | , and juve 
nile chronic myeloid leukemia (letter) [Gutmann] (re 
ply) [Zvulunov] 1390 (No) 

Juvenile xanthogranuloma, neurofibromatosis, and juve 
nile chronic myelogenous leukemia (letter) |Zvulunov]| 
712 Ge) 

Leukotrienes 

Radiation injury to skin following fluoroscopically guided 
procedures [Malkinson} 695 (Je); correction, 1302 (No) 

Lichen Planus 

Annular lesions in a black woman: annular lichen planus 
(LP) [Boyd] 1105 (Se) 

Erosive lichen planus: dramatic response to thalidomide (let 
ter) [Dereure] 1392 (No) 

Ruling out the diagnosis [Bigby] 697 (Je) 

Lidocaine 

Delayed-type hypersensitivity after subcutaneous adm.inis- 
tration of amide anesthetic (letter) [Whalen] 1256 (Oc) 

Life Style 

Cutaneous malignant melanoma and sun exposure: recent 
developments in epidemiology |Katsambas] 444 (Ap) 

Life Tables 

Large congenital melanocytic nevi and the risk for the de 
velopment of malignant melanoma: a prospective study 
[Marghoob] 170 (Fe) 

Lindane 

Comparative percutaneous absorption of lindane and per 
methrin [Franz] 901 (Au) 

Safety of permethrin vs lindane for the treatment of scabies 
[Meinking] 959 (Au) 

Lines of Blaschko 

Analysis of 54 cases of hypopigmentation and hyperpig 
mentation along the lines of Blaschko [Nehal} 1167 (Oc) 

Pigmentary patterning as a clinical clue of genetic mosa 
icism [Paller} 1234 (Oc) 

Linkage (Genetics) 

Linkage of an American pedigree with palmoplantar kera 
toderma and malignancy (palmoplantar ectodermal dys- 
plasia type Ill) to 17q24: literature survey and proposed 
updated classification of the keratodermas |Stevens| 640 
Je) 

Lip 

Idiopathic lenticular mucocutaneous pigmentation or Lau 
gier-Hunziker syndrome with atypical features (letter 
[Gerbig] 844 (Jy) 

Nodule on the lip: nodular secondary syphilis | Vibhagool| 
821 (Jy) 

Lipoma 

Clinicopathologic findings in the Bannayan-Riley 
Revalcaba syndrome |Fargnoli] 1214 (Oc) 

Complications of cutaneous surgery in patients who are tak 
ing warfarin, aspirin, or nonsteroidal anti-inflammatory 
drugs [Otley] 161 (Fe) 

Livedo Racemosa 

Acute livedo racemosa in a patient with type | primary hy 
peroxaluria (letter) [Plorer] 349 (Mr) 

Livedo Reticniaris see Skin Diseases, Vascular 

Liver Diseases 

Morbilliform eruption in a liver transplantation patient 
[Connors] 1161 (Oc) 

Liver Function Tests 

Rhabdomyolysis associated with azathioprine hypersensi 
tivity syndrome (letter) [Compton] 1254 (Oc) 

Liver Transplantation 

Morbilliform eruption in a liver transplantation patient 
[Connors] 1161 (Oc) 

Occurrence of alopecia areata in a patient receiving sys 
temic cyclosporine A (letter) [Misciali] 843 (Jy) 

Lumbar Vertebrae 

Effects of isotretinoin on bone mineralization during rou 
tine therapy with isotretinoin for acne vulgaris [Margolis] 
769 (Jy) 

Lung Diseases 

Cutaneous lesions provide a clue to mysterious pulmonary 
process: pulmonary and cutaneous North American blas. 
tomycosis infection [Weil] 821 (Jy) 

Lymphomatoid granulomatosis of the skin and lung: an an 
giocentric T-cell-rich B-cell lymphoproliferative disor 
der [McNiff} 1464 (De) 

Lupus 

Chronic lupoid leishmaniasis: evaluation by polymerase chain 
reaction [Momeni] 198 (Fe) 

Serious adverse reactions induced by minocycline: report 
of 13 patients and review of the literature [Knowles] 934 
(Au) 

Slow growing lesion on the face: lupus vulgaris {Moiin] 81 
(Ja) 
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Lupus Eryth Cc 

Similar Ro/SS-A autoantibody epitope and titer responses 
in annular erythema of Sjogren's syndrome and sub- 
acute cutaneous lupus erythematosus |McCauliffe] 528 
(My) 

Lupus Erythematosus, Cutaneous, Chronic see Lupus 
Erythematosus, Discoid 

Lupus Erythematosus, Cutaneous, Subacute see Lupus 
Erythematosus, Cutaneous 

Lupus Erythematosus, Discoid 

Pulsed dye laser treatment of telangiectatic chronic ery- 
thema of cutaneous lupus erythematosus (letter) [Nunez] 
354 (Mr) 

Lupus Erythematosus, Systemic 

Violaceous rash of dorsal fingers in a woman: chilblain lu 
pus erythematosus (perniosis) [Fisher] 459 (Ap 

Lupus Vulgaris see Lupus 

Lyme Disease 

Lyme disease, United States, 1995, from MMWR, 1412 (No) 

Lymph Nodes 

Drug-induced pseudolymphoma and hypersensitivity syn- 
drome: two different clinical entities [Callot] 1315 (No) 

Whole-body positron emission tomography: an accurate stag 
ing modality for metastatic melanoma (letter) [Boni] 833 
Jy) 

Lymphadenitis 

Extensive inguinal lymphadenitis: ecthyma with inguinal 
lymphadenitis [Duve] 821 (Jy) 

Lymphangitis 

Palmar chancre and multiple proximal erythematous nod- 
ules: nodular lymphangitis due to Nocardia brasiliensis 
Johnson} 963 (Au) 

Lymphocytes 

Drug-induced pseudolymphoma and hypersensitivity syn- 
drome: two different clinical entities [Callot] 1315 (No) 

Enhanced interaction of patients’ lymphocytes with hu- 
man dermal microvascular endothelial cell cultures in ac- 
tive Adamantiades-Behcet disease [Treudler] 1323; (clini 
cal implications) [Rogers] 1329 (No) 

T-Lymphocytes 

Assembling the puzzle pieces in atopic inflammation 
[Hanifin} 1230 (Oc) 

Circulating skin-homing T cells in atopic dermatitis: selec- 
tive up-regulation of HLA-DR, interleukin-2R, and CD30 
and decrease after combined UV-A and UV-B photo- 
therapy [Piletta] 1171; (clinical implications) [Cooper] 
1177 (Oc) 

T-Lymphocytes, Helper-Inducer 

Mycosis fungoides palmaris et plantaris (letter) [Smoller] 
(reply) [Resnik] 468 (Ap) 

T-Lymphocytes, Suppressor-Inducer 

immunoregulatory events in the skin of patients with cu- 
taneous T-cell lymphoma [Hansen] 554 (My) 

Lymphocytopenia see Lymphopenia 

Lymphoma 

Drug-induced pseudolymphoma and hypersensitivity syn- 
drome: two different clinical entities |Callot] 1315 (No) 

Lymphoma, B-Cell 

Classification of cutaneous lymphomas (letter) [Slater] 972 
(reply) [Wiliemze] 973 (Au) 

Morphologic spectrum of cutaneous B-cell lymphomas |Kerl] 
1376 (No) 

Primary cutaneous large B-cell lymphomas of the legs: a dis- 
tinct type of cutaneous B-cell lymphoma with an inter- 
mediate prognosis [Vermeer] 1304 (No) 

Lymphoma, Cutaneous 

Morphologic spectrum of cutaneous B-cell lymphomas [Kerli] 
1376 (No) 

Primary cutaneous large B-cell lymphomas of the legs: a dis- 
tinct type of cutaneous B-cell lymphoma with an inter- 
mediate prognosis [Vermeer] 1304 (No) 

Primary cutaneous non-T, non-B CD4*, CD56° lym- 
phoma [Dummer] 550 (My) 

Lymphoma, Large-Cell, Ki-1 

Absence of Epstein-Barr virus in lymphomatoid papulosis 
an immunohistochemical and in situ hybridization study 
[Sangdeza] 279 (Mr) 

Epstein-Barr virus and lymphomatoid papulosis: a suspect 
exonerated (at least for now) [LeBoit] 335 (Mr) 

Lymphoma, Large-Cell 

Successful treatment of Sézary syndrome with lymphoma- 
tous transformation to large cell lymphoma with 
fludarabine phosphate (letter) [Nikko] 978 (Au) 

Lymphoma, T-Cell 

Nonhealing leg ulcer: angiocentric T-cell lymphoma [Pion] 
1105 (Se) 

Subcutaneous tissue involvement by T-cell lymphoma: a re- 
port of 2 cases [Monterroso] 1345 (No) 

Lymph T-Cell, C 

Absence of human T-cell lymphotropic virus genomic de- 
terminants in canine mycosis fungoides (letter) [Fiven- 
son] 841 (Jy) 

Classification of cutaneous lymphomas (letter) [Slater] 972 
(reply) [Willemze] 973 (Au) 

Cutaneous lymphomas consist of a spectrum of nosologi- 
cally different entities including mycosis fungoides and 
small plaque parapsoriasis [Burg] 567 (My) 

If small plaque (digitate) parapsoriasis is a cutaneous T- 
cell lymphoma, even an ‘abortive’ one, it must be myco- 
sis fungoides! [Ackerman] 562 (My) 








immunoregulatory events in the skin of patients with cu- 
taneous T-cell lymphoma [Hansen] 554 (My 

Increased serum concentration of the soluble interleu 
kin-2 receptor in cutaneous T-cell lymphoma: clinical and 
prognostic implications [Wasik] 42; (clinical implica- 
tions) [Kim] 46 (Ja) 

Mycosis fungoides palmaris et plantaris (letter) [Smoller] 
(reply) [Resnik] 468 (Ap) 

Numerous erythematous truncal plaques: multiple basal cell 
carcinomas associated with arsenic ingestion {Mowad] 
1105 (Se) 

Pilotropic cutaneous T-cell lymphoma without mucinosis 
a variant of mycosis fungoides? [Vergier| 683 (j 

Lymph 4G 1 

Lymphomatoid granulomatosis of the skin and lung: an an- 
giocentric T-cell-rich B-cell lymphoproliferative disor 
der [McNiff] 1464 (De) 

Lymphomatoid Papulosis 

Absence of Epstein-Barr virus in lymphomatoid papulosis 
an immunohistochemical and in situ hybridization study 
[Sangueza] 279 (Mr) 





Classification of cutaneous lymphomas (letter) [Slater] 972 
(reply) [Willemze] 973 (Au) 

Epstein-Barr virus and lymphomatoid papulosis: a suspect 
exonerated (at least for now) [LeBoit] 335 (Mr) 

Lymphopenia 

Idiopathic CD4* T lymphocytopenia presenting as my- 
cetoma in a patient with a mutation in the cystic fibrosis 
transmembrane regulator gene (letter) |Zollner| 1247 (Oc) 

Lymphoproliferative Disorders 

Long-term safety of cyclosporine in the treatment of pso- 
riasis |Grossman] 623 (je) 

Lymphomatoid granulomatosis of the skin and lung: an an- 
giocentric T-cell-rich B-cell lymphoproliferative disor- 
der [McNiff] 1464 (De) 

Primary cutaneous non-T, non-B CD4*, CD56* lym- 
phoma [Dummer] 550 (My) 

Lysosomal Enzyme Disorders see Lysosomal Storage 
Diseases 

Lysosomal Storage Diseases 

Angiokeratoma corporis diffusum associated with B-man- 
nosidase deficiency |Rodriguez-Serna] 1219 (Oc) 


M 


Maduromycosis 

Idiopathic CD4* T lymphocytopenia presenting as my- 
cetoma in a patient with a mutation in the cystic fibrosis 
transmembrane regulator gene (letter) [Zollner| 1247 (Oc) 

Maggot Infestations see Myiasis 

Magnetic Resonance Imaging 

Whole-body positron emission tomography: an accurate stag- 
ing modality for metastatic melanoma (letter) [Boni] 833 
(Jy) 

Malassezia 

Neonatal Malassezia furfur pustulosis |Rapelanoro} 190 (Fe) 

Managed Care Programs 

American Academy of Dermatology’s response to managed 
care and capitation [Russell| 1125 (Se) 

Capitation for dermatologists | Pariser] 1113 (Se 

Comparison of dermatologists and generalists: manage- 
ment of childhood atopic dermatitis [Resnick] 1047 (Se) 

Dermatologic formularies in the managed care setting [James] 
1120 (Se) 

Dermatologists in Kaiser Permanente-Northern Califor- 
nia: satisfaction, perceived constraints, and policy op 
tions [Weinberg] 1057 (Se) 

Dermatology independent practice associations | Nestor] 
1099 (Se) 

Dermatology: positioned for health care reform |Lober] 1065 
(Se) 

Ethics and micromanaged care [Brodell} 1013 (Se) 

Fatal flaw of Stanton’s doomsday Rx (letter) [Rehder] 1247 
(Oc) 

Future of Medicare: their plans, your practice, Medicare re- 
form, and how it will affect the practice of dermatology 
|Drake] 1094 (Se) 

Health care system reform and the American Academy of 
Dermatology [Sams] 586 (My) 

Inupact of managed care on graduate medical education and 
academic medical centers [Bolognia] 1078 (Se) 

Is it reasonable for a dermatologist to treat acne? [Webster] 
819 (Jy); correction, 1135 (Se) 

Lack of correlation between internists’ a>ility in dermatol- 
ogy and their patterns of treating patients with skin dis- 
ease [Kirsner] 1043 (Se) 

Managed care and dermatology [Arndt] 1029 (Se) 

Managed care and the treatment of skin diseases: derma- 
tologists do it less often [Stern] 1039 (Se) 

Organizing your brain and your practice for survival 
[Cornelison] 1117 (Se) 

Patient referrals to a dermatologist: the referring physi- 
cian’s perspective |Eaglstein] 292 (Mr 

Primary care physicians as gatekeepers in managed care: pri 
mary care physicians’ and dermatologists’ skills at sec- 
ondary prevention of skin cancer |Gerbert] 1030 (Se) 

Professional ethics and managed care in dermatology 
!{Hammes] 1070 (Se) 

Quality assessment of skin biopsy specimens referred to 
anonymous consultants [Penneys] 1053 (Se) 


Restructuring dermatology education at Cleveland medi- 
cal centers affiliated with Case Western Reserve Univer 
sity [Wood] 1085 (Se) 

Role of the part-time physician-teacher in dermatology 
{Brodell] 758 (Jy 

Rx: capitation ... a bitter pill for the near future: 2400 Ameri 
can dermatologists in the year 2000? [Stanton] 387 (Ap) 

Symposia for teaching dermatology to primary care physi- 
cians: abstracts presented at the Sixth Winter Meeting of 
the Residency Curriculum Exchange Group, February 13 
1996, Washington, DC [Cruz] 1091 (Se) 

Mannosidases 

Angiokeratoma corporis diffusum associated with B-man 
nosidase deficiency |Rodriguez-Serna}] 1219 (Oc) 

Manuscripts, Medical 

Impact of dermatology journals [Dubin] 131:1059 (Se); cor 
rection, 132:136 (Fe 

Organizational impact in the dermatologic literature | Dubin] 
1293 (No) 

Quality of care: a call for papers for the annual coordinated 
theme issues of ine AMA journals [Lundberg] 1514 (De) 

Maryland 

Outbreak of primary and secondary syphilis—Baltimore City 
Maryland, 1995, from MMWR, 495 (My) 

Mass Spectrometry see Spectrum Analysis, Mass 

Mast Cells 

Acquired clubbing of the great toenail: digital mucosal cyst 
(pseudocyst) [Karte] 223 (Fe) 

Assembling the puzzle pieces in atopic inflammation 
[{Hanifin} 1230 (Oc 

Extensive fixed drug eruption induced by oxazepam (let 
ter) [Krischer] 718 (Je 

Mastocytosis, Diffuse Cutaneous see Urticaria Pigmen- 
tosa 

McCune-Albright Syndrome see Fibrous Dysplasia, Poly- 
ostotic 

Measles Virus 

Erythema elevatum diutinum and Crohn disease: a com 
mon pathogenic role for measles virus? (letter) [Orteu] 
1524 (De) 

Mechlorethamine 

Clinical stage LA (limited patch and plaque) mycosis fun 
goides: a long-term outcome analysis [Kim] 1309 (No) 

Mycosis fungoides palmaris et plantaris (letter) [Sand 
wich] 971 (Au) 

Medical Dermatology Society 

Medical Dermatology Society [Sontheimer| 1373 (No) 

Medical Devices see Equipment and Supplies 

Medical Illustration 

History of photography in dermatology: milestones from the 
roots to the 20th century [Neuse] 1492 (De) 

Medicare 

Future of Medicare: their plans, your practice, Medicare re 
form, and how it will affect the practice of dermatology 
[Drake] 1094 (Se 

Impact of managed care on graduate medical education and 
academic medical centers [Bolognia] 1078 (Se) 

Melanins 

Clinical and histopathological characteristics of basal cell 
carcinoma in Japanese patients [Kikuchi] 320 (Mr 

Treatment of minocycline-induced hyperpigmentation with 
the Q-switched ruby laser (letter) [Tsao] 1250 (Oc) 

Melanocytes 

From bedside to the bench and back: nitric oxide and the 
cutis [Qureshi] 889 (Au 

Increase of melanocytic nevus counts in children during 5 
years of follow-up and analysis of associated factors 
[Luther] 1473 (De) 

Neonatal curettage of giani congenital melanocytic nevi 
[De Raeve} 20 (ja 

Polymerase chain reaction detection of circulating melano 
cytes as a prognostic marker in patients with melanoma 
[Battayani] 131:443 (Ap); correction, 132:416 (Ap) 

Possible neural basis for the field effect in local recurrence 
of melanoma in situ (letter) [Cramer] 971 (Au) 

Melanoma 

Age distribution of Spitz nevus vs malignant melanoma (let 
ter) |Herreid] 352 (Mr) 

Avoiding sampling error in the biopsy of pigmented le 
sions [Stevens] 1380 (No 

Bleomycin-mediated electrochemotherapy of metastatic mela 
noma [Glass] 1353 (No 

Coexisting malignancies in patients with malignant mela 
noma (letter) [Helm] 471 (Ap) 

Complications of cutaneous surgery in patients who are tak 
ing warfarin, aspirin, or nonsteroidal anti-inflammatory 
drugs [Otley] 161 (Fe 

Cutaneous malignant melanoma and sun exposure: recent 
developments in epidemiology | Katsambas| 444 (Ap) 

Dermatology: positioned for health care reform |Lober] 1065 
(Se) 


Early detection of melanoma metastasis using fludeoxyglu 
cose F 18 positron emission tomography [Boni] 875 (Au) 

Factual, not arbitrary, basis for choice of resection margins 
in melanoma [Piepkorn] 811 Vy) 

Frequency and morphologic characteristics of invasive mela 
nomas lacking specific surface microscopic features 
[Menzies] 1178 (Oc 
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Large congenital melanocytic nevi and the risk for the de 
velopment of malignant melanoma: a prospec .ive study 
[Marghoob] 170 (Fe) 

Longitudinal melanonychia in children: a study of eight cases 
({Léauté-Labréze] 167 (Fe); correction, 1127 (Se) 

Melanoma epidemic: is increased surveillance the solution 
or the problem? [Swerlick] 881 (Au) 

Pigmented lesions in actinically damaged skin: histopatho 
logic comparison of biopsy and excisional specimens 
[Somach] 1297 (No) 

Polymerase chain reaction detection of circulating melano- 
cytes as a prognostic mazker in patients with melanoma 
[Battayani) 131:443 (Ap); correction, 132:416 (Ap) 

Possible neural basis for the field effect in local recurrence 
of melanoma in situ (letter) [Cramer] 971 (Au) 

Prevention and early detection strategies for melanoma and 
skin cancer: current status [Koh] 436 (Ap) 

Primary care physicians as gatekeepers in managed care: pri- 
mary care physicians’ and dermatologists’ skills at sec 
ondary prevention of skin cancer [Gerbert] 1030 (Se) 

Ruling out the diagnosis |Bigby] 697 (Je) 

Survey of knowledge of and awareness about melanoma— 
United States, 1995, from MMWR, 747 (Jy) 

Whole-body positron emission tomography: an accurate stag. 
ing modality for metastatic melanoma (letter) [Boni] 833 
Uy) 

Melanoma, Amelanotic 

Scaly erythematous lesion in a patient with extensive solar 
damage: malignant melanoma in situ, amelanotic type 
[Prieto] 1239 (Oc) 

Melanonychia, Longitudinal 

Longitudinal melanonychia in children: a study of eight cases 
[Léauté-Labréze] 167 (Fe); correctior, 1127 (Se) 

Melanosis 

Analysis of 54 cases of hypopigmentation and hyperpig 
mentation along the lines of Blaschko |Nehal] 1167 (Oc) 

Cutaneous malignant melanoma and sun exposure: recent 
developments in epidemiology |Katsambas| 444 (Ap) 

Longitudinal melanonychia in children: a study of eight cases 
[Léaute-Labréze] 167 (Fe); correction, 1127 (Se) 

Pigmentary patterning as a clinical clue of genetic mosa- 
icism [Paller] 1234 (Oc 

Meningitis 

Lightly pigmented facial papules of variable size: tuberous 
sclerosis complex (TSC) |Costarangos| 1105 (Se) 

Mental Retardation 

Angiokeratoma corporis diffusum associated with B-man 
nosidase deficiency |Rodriguez-Serna] 1219 (Oc) 

Mepivacaine 

Delayed-type hypersensitivity after subcutaneous adminis- 
tration of amide anesthetic (letter) [Whalen] 1256 (Oc 

Mercury Poisoning 

Mercury poisoning associated with beauty cream—Texas 
New Mexico, and California, 1995-1996, from MMWR 
1533 (De) 

Messenger RNA see RNA, Messenger 

Methotrexate 

High-dose methotrexate-induced bullous variant of acral ery 
thema (letter) [Hellier] 590 (My) 

Methotrexate osteopathy in long-term, low-dose metho 
trexate treatment for psoriasis and rheumatoid arthritis 
[Zonneveld] 184 (Fe 

Psoriatic arthritis: new types, new treatments [Ruzicka] 215 
(Fe) 

Methoxsalen 

Rapid decline in photosensitivity after 8-methoxypsoralen 
bathwater delivery (letter) [Degitz] 1394 (No) 

Rapid decrease of phototoxicity after PUVA bath therapy with 
8-methoxypsoralen (letter) [Neumann] 1394 (No) 

8-Methoxypsoralen see Methoxsalen 

Methylprednisolone 

High-dose methotrexate-induced bullous variant of acral ery 
thema (letter) [Hellier] 590 (My) 

Pulse glucocorticoid therapy: the ‘big shot’ revisited |Roujeau} 
1499 (De) 

Treatment of pemphigus vulgaris with brief, high-dose in 
travenous glucocorticoids [Werth] 1435 (De 

Metronidazole 

Eradication of Helicobacter pylori as the only successful treat 
ment in rosacea (letter) |Kolibasova] 1393 (No) 

Metastatic Crohn's disease: report of 3 cases with special ref 
erence to histopathologic findings | Hackzell-Bradley| 928 
(Au 

Mice 

Keratinocytes as a target for gene therapy: sustained pro 
duction of erythropoietin in mice by human keratino 
cytes transduced with an adenoassociated virus vector 
[Descamps] 1207; (clinical implications) [Mansur] 1211 
Oc) 

Less than human, more than human: the use of mouse mod 
els in dermatologic research [King] 508 (My 

Microscopy 

Frequency and morphologic characteristics of invasive mela 
nomas lacking specific surface microscopic features 
{Menzies} 1178 (Oc 

Instrumentation for epiluminescence microscopy: the gap 
between research and practice (letter) [Epstein| 9) (re 
ply) [Wolff] 92 Ga 





Middle East 

Chronic lupoid leishmaniasis: evaluation by polymerase chain 
reaction [Momeni] 198 (Fe) 

Miliaria 

Neonatal Malassezia furfur pustulosis |Rapelanoro] 190 (Fe) 

Minocycline 

Confluent and reticulate papillomatosis: successful treat- 
ment with minocycline (letter) [Fung] 1400 (No) 

Cross-reactivity in fixed drug eruptions to tetracyclines (let 
ter) [Tham] 1134 (Se) 

Q-switched ruby laser treatment of minocycline-induced cu 
taneous hyperpigmentation (letter) [Knoell] 1251 (Oc) 

Serious adverse reactions induced by minocycline: report 
of 13 patients and review of the literature [Knowles] 934 
(Au) 

Treatment of minocyciine-induced hyperpigmentation with 
the Q-switched ruby laser (letter) [Tsao] 1250 (Oc) 

Minoxidil 

Cosmeceuticals: a proposal for rational definition, evalua- 
tion, and regulation [Vermeer] 337 (Mr) 

Hair growth therapy(ies) for androgenetic alopecia (‘etter) 
[Rand] 714 (Je) 

Hair loss in a 6-month-old child: monilethrix [Amichai] 577 
(My) 

Mississippi 

Chancroid detected by polymerase chain reaction— 
Jackson, Mississippi, 1994-1995, from MMWR, 17 (Ja) 

Mohs Surgery 

Complications of cutaneous surgery in patients who are tak- 
ing warfarin, aspirin, or nonsteroidal anti-inflammatory 
drugs [Otley] 161 (Fe) 

Micronodular basal cell carcinoma: a deceptive histologic 
subtype with frequent clinically undetected tumor ex 
tension [Hendrix] 295 (Mr) 

Molecular Biology 

Primary cutaneous non-T, non-B CD4*, CD56* lym 
phoma [Dummer] 550 (My) 

Moles 

Increase of melanocytic nevus counts in children during 5 
years of follow-up and analysis of associated factors 
[Luther] 1473 (De) 

Molluscum Contagiosum 

Cutaneous Crypiococcus infection and AIDS: report of 12 
cases and review of the literature [Murakawa] 545 (My) 

Monilethrix 

Hair loss in a 6-month-old child: monilethrix [Amichai] 577 
(My) 

Monoclonal A s see A s, Monoclonal 

MORBIDITY AND MORTALITY REPORTS 

Case-control study of HIV seroconversion in health-care 
workers alter percutaneous exposure to HIV-infected 
blood—France, United Kingdom, and United States, Janu- 
ary 1988-August 1994, from MMWR, 250 (Mr) 

Chancroid detected by polymerase chain reaction— 
Jackson, Mississippi, 1994-1995, from MMWR, 17 (Ja 

Lyme disease, United States, 1995, from MMWR, 1412 (No) 

Mercury poisoning associated with beauty cream—Texas 
New Mexico, and California, 1995-1996, from MMWR 
1533 (De) 

Outbreak of primary and secondary syphilis—Baltimore City 
Maryland, 1995, from MMWR, 495 (My) 

Persistent lack of detectable HIV-1 antibody in a person with 
HIV infection—Utah, 1995, from MMWR, 873 (Au 

Surveillance of tuberculosis and AIDS co-morbidity— 
Florida, 1981-1993, from MMWR, 377 (Ap) 

Survey of knowledge of and awareness about melanoma— 
United States, 1995, from MMWR, 747 (Jy 

Wound botulism —-California, 1995, from MMWR, 123 (Fe 

Morphea see Scleroderma, Circumscribed 

Morphogenesis 

Skin and bones [Kaplan] 815 (Jy 


had _ 





Mosaicism 

Analysis of 54 cases of hypopigmentation and hyperpig 
mentation along the lines of Blaschko | Nehal] 1167 (Oc) 

Pigmentary patterning as a clinical clue of genetic mosa 
icism [Paller] 1234 (Oc 

Progressive osseous heteroplasia |Miller] 787 (Jy 

Motivation 

Learning and teaching in dermatology: a practitioner's guide 
[Brodell] 946 (Au 


Motivation for tattoo removal [Armstrong] 412 (Ap 


Motivation for tattoo removal (letter) [Varma] 1516 (De 

Motor Vehicle Injury 

Treatment of traumatic tattoos with the Q-switched neo 
dymium:YAG laser [Suzuki] 1226 (Oc 

Mouth 

Granulocyte colony-stimulating factor treatment of cyclic 
neutropenia with recurrent oral aphthae (letter) [Fink 
Puches} 1399 (No) 

Mouth, Edentulous 

Edentulous woman with warty lesions: lipoid proteinosis 
[Cannat:] 1239 (Oc) 

Mouth Mucosa 

Idiopathic lenticular mucocutaneous pigmentation or Lau 
gier-Hunziker syndrome with atypical features (letter 
(Gerbig] 844 (Jy) 

Specific mucosal erosions in hypereosinophilic syndrome 
evidence for eosinophil protein deposition |Aractingi] 535 
(My) 


Mucinoses 

Pilotropic cutaneous T-cell lymphoma without mucinosis 
a variant of mycosis fungoides? |Vergier] 683 (Je 

Mucins 

Mucinous nevus (letter) [Rongioletti] 1522 (De 

Mucocutaneous Lymph Node Syndrome 

Episodic nontoxic erythema (letter) [Parsons] 1387 (Nc 

Recurrent toxin-mediated perineal erythema [Manders] 57 
(Va) 

Mucous Membrane 

Erosive lichen planus: dramatic response to thalidomide (let 
ter) |Dereure| 1392 (No) 

Erythema multiforme with mucous membrane involve 
ment and Stevens-Johnson syndrome are clinically dif 
ferent disorders (letter) [Bystryn] (reply) |Assier] 711 (Je 

Idiopathic hypereosinophilic syndrome [Weller] 583 (My 

immune-mediated subepithelial blistering diseases of the mu 
cous membranes: improving the detection of circulating 
autoantibodies by the use of concentrated serum samples 
[Korman] 1194 (Oc) 

Specific mucosal erosions in hypereosinophilic syndrome 
evidence for eosinophil protein deposition | Aractingi] 535 
(My) 

Multicenter Studies 

Calcipotriene ointment applied once a day for psoriasis: a 
double-blind, multicenter, placebo-controlled study (let 
ter) [Pariser] 1527 (De) 

Multiparity see Parity 

Muscle Weakness 

Severe acute myopathy induced by isotretinoin (letter 
[Fiallo] 1521 (De 

Muscles 

Severe acute myopathy induced by isotretinoin (letter 
[Fiallo} 1521 (De) 

Mutation 

Demonstration of human papillomavirus type 16-related 
DNA and absence of detectable p53 gene mutations in 
widespread cutaneous squamous cell carcinomas after oral 
psoralen with UV-A treatment (letter) [Rabben} 1257 (Oc 

Idiopathic CD4* T iymphocytopenia presenting as my 
cetoma in a patient with a mutation in the cystic fibrosis 
transmembrane regulator gene (letter) [Zollner] 1247 (Oc 

Less than human, more than human: the use of mouse mod 
els in dermatologic research [King] 508 (My 

Pigmentary patterning as a clinical clue of genetic mosa 
icism [Paller] 1234 (Oc) 

Mycetoma see Maduromycosis 

Mycobacterium 

Detection of mycobacterial DNA in the skin: etiologic in 
sights and diagnostic perspectives [Degitz] 71 (Ja 

Mycobacterium tuberculosis 

Detection of mycobacterial DNA in the skin: etiologic in 
sights and diagnostic perspectives [Degitz) 71 (Ja 

Mycobacterium tuberculosis DNA in papulonecrotic tuber 
culid (letter) [Baselga) 92 (Ja) 

Mycosis Fungoides 

Absence of human T-cell lymphotropic virus genomic de 
terminants in canine mycosis fungoides (letter) | Fiven 
son] 841 (Jy) 

Clinical stage IA (limited patch and plaque) mycosis fun 
goides: a long-term outcome analysis [Kim] 1309 (Nc 
utaneous lymphomas consist of a spectrum of nosologi 
cally different entities including mycosis fungoides and 
small plaque parapsoriasis |Burg] 567 (My 

Epstein-Barr virus and lymphomatoid papulosis: a suspect 
exonerated (at least for now) [LeBoit) 335 (Mr 

If small plaque (digitate) parapsoriasis is a cutaneous 


cell lymphoma, even an ‘abortive’ one, it must be myco 


' 
sis fungoides! |Ackerman] 562 (My 

immunoregulatory events in the skin of patients with cu 
taneous T-cell lymphoma [Hansen] 554 (My 

Increased serum concentration of the soluble interleu 
kin-2 receptor in cutaneous T-cell lymphoma: clinical and 
prognostic implications [Wasik] 42; (clinical implica 
tions) [Kim] 46 (Ja 

Mycosis fungoides palmaris et plantaris (letter) [Sandwich 
971 (Au 

Mycosis fungoides palmaris et plantaris (letter) [Smoller 
reply) [Resnik] 468 (Ap) 

Pilotropic cutaneous T-cell lymphoma without mucinosis 
a variant of mycosis fungoides? |Vergier] 683 (Je 

Small plaque parapsoriasis and mycosis fungoides (letter 
[Raskin] 1388 (No) 

Myiasis 

Maggot therapy for venous stasis ulcers [Sherman] 254 (Mr 

Myocardial Ischemia 

Chronic radiodermatitis following cardiac catheterization 
[Lichtenstein] 663 (Je) 

Myositis Ossificans 

Progressive osseous heteroplasia [Miller] 787 (Jy 

Skin and bones [Kaplan] 815 (Jy) 


N 
Nail Diseases 


Acquired clubbing of the great toenail: digital mucosal cyst 
(pseudocyst) [Karte] 223 (Fe 
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Antifungal pulse therapy for onychomycosis: a pharmaco- 
kinetic and pharmacodynamic investigation of monthly 
cycles of 1-week pulse therapy with itraconazole 
[De Doncker| 34 (Ja 

Idiopathic lenticular mucocutaneous pigmentation or Lau 
gier-Hunziker syndrome with atypical features (letter 
[Gerbig] 844 (ly) 

Longitudinal melanonychia in children: a study of eight cases 
|Léauté-Labréze] 167 (Fe): correction, 1127 (Se 

Mees lines: a clue for the diagnosis of arsenic poisoning (let 
ter) [Quecedo] 349 (Mr 

Nail dystrophy in a 35-year-old man: subungual enchon 
droma |Koff] 223 (Fe 

Nails 

Psoriatic onycho-pachydermo-periostitis: a variant of pso 
riatic distal interphalangeal arthritis? | Boisseau-Garsaud] 
176 (Fe) 

Necrobiotic Disorders 

Metastatic Crohn's disease: report of 3 cases with special ref 
erence to histopathologic findings | Hackzell-Bradley] 928 

Au 

Necrosis 

Calciphylaxis without renal failure (letter) [Fader] 837 (Jy 

Cutaneous necrosis: heparin necrosis [Whitmore] 341 (Mr 

Histologic evaluation of preauricular and postauricular hu 
man skin after high-energy, short-pulse carbon dioxide 
laser [Cotton] 425 (Ap 

Mycobacterium tuberculosis DNA in papulonecrotic tuber 
culid (letter) [Baselga}] 92 (Ja 

Value of fine-needle aspiration in infectious cellulitis (le 
ter) [Lebre! 842 (Jy 

Needlestick Injuries 

Case-control study of HIV seroconversion in health-care 
workers after percutaneous exposure to HIV-infected 
blood—France, United Kingdom, and United States, Janu 
ary 1988-August 1994, from MMWR, 250 (Mr 

Neodymium 

Treatment of traumatic tattoos with the Q-switched neo 
dymium:YAG laser [Suzuki] 1226 (Oc 

Neomycin 

Chronic finger dermatitis after trauma: posttraumatic ec 
zema with allergic contact dermatitis to neomycin, baci 
tracin, and topical corticosteroids [Sherertz] 459 (Ap 

Neoplasm Invasiveness 

Frequency and morphologic characteristics of invasive mela- 
nomas lacking specific surface microscopic features 
[Menzies] 1178 (Oc 

Micronodular basal cell carcinoma: a deceptive histologic 
subtype with frequent clinically undetected tumor ex 
tension [Hendrix] 295 (Mr 

Neoplasm Metastasis 

Bleomycin-mediated electrochemotherapy of metastatic mela- 
noma [Glass] 1353 (No 

Clinical and histopathological characteristics of basal cell 
carcinoma in Japanese patients [Kikuchi] 320 (Mr 

Coexisting malignancies in patients with malignant mela 
noma (letter) [Helm] 471 (Ap 

Early detection of melanoma metastasis using fludeoxyglu 
cose F 18 positron emission tomography [Boni] 875 (Au 

Large congenital melanocytic nevi and the risk for the de- 
velopment of malignant melanoma: a prospective study 

Marghoob] 170 (Fe 

Whole-body positron emission tomography: an accurate stag. 

ing modality for metastatic melanoma (letter) [Boni] 833 
Jy 

Neoplasm Regression, Spontaneous 

Partial spontaneous regression of Bowen's disease {Murata 
429 (Ap 

Neoplasm Staging 

Whole-body positron emission tomography: an accurate stag 
ing modality for metastatic melanoma (letter) [Boni] 833 

Jy 

Neoplasms 

Long-term safety of cyclosporine in the treatment of pso 
riasis [Grossman] 623 (Je 

Long-term use of cyclosporine in dermatology |Zachariae 
692 (Je 

Nervous System 

From bedside to the bench and back: nitric oxide and the 
cutis [Qureshi] 889 (Au 

Neural Crest 

Possible neural basis for the field effect in local recurrence 
of melanoma in situ (letter) [Cramer] 971 (Au 

Neurofibromatesis 

Juvenile xanthogranuloma, neurofibromatosis, and juve 
nile chronic myelogenous leukemia (letter) |Zvulunov]| 
712 Ge 

Neurofibromatosis | 

Juvenile xanthogranuloma, neurofibromatosis |, and juve 
nile chronic myeloid leukemia (letter) [Gutmann] (re 
ply) [Zvulunov] 1390 (No 

Usefulness of screening investigations in neurofibromato 
sis type 1: a study of 152 patients [Wolkenstein] 1333 

No 

Neuroleptics see Antipsychotic Agents 

Neurotic Disorders 

Sertraline in the treatment of neurotic excoriations and re 
lated disorders (letter) |Kalivas] 589 (My) 





Neurotoxins 


Specific mucosal erosions in hypereosinophilic syndrome 


evidence for eosinophil protein deposition | Aractingi| 535 
My) 

Neutropenia 

Granulocyte colony-stimulating factor treatment of cyclic 
neutropenia with recurrent oral aphthae (letter) [Fink 
Puches} 1399 (No 

Neutrophilic Dermatosis, Acute Febrile see Sweet Syndrome 

Neutrophils 

Are neutrophilic dermatoses during granulocytopenia re 
ally neutrophilic? (letter) [Misery] (reply) |Aractingi] 832 
Jy 

Neutrophilic spongiosis in pemphigus [Hoss] 315 (Mr 

Nevoid Basal Cell Carcinoma Syndrome see Basal Cell Nevus 
Syndrome 

Nevus 

Analysis of 54 cases of hypopigmentation and hyperpig 
mentation along the lines of Blaschko [Nehal] 1167 (Oc) 

Asymptomatic blue nevus-like macule: localized argyria 
iEspinel] 459 (Ap 

Child with a localized hair abnormality: woolly hair nevus 

Amichai] 577 (My 

Complications of cutaneous surgery in patients who are tak 
ing warfarin, aspirin, or nonsteroidal anti-inflammatory 
drugs [Otley] 161 (Fe) 

Cutaneous malignant melanoma and sun exposure: recent 
developments in epidemiology |Katsambas] 444 (Ap 
Longitudinal melanonychia in children: a study of eight cases 

[Léauté-Labréze] 167 (Fe); correction, 1127 (Se 

Mucinous nevus (letter) [Rongioletti] 1522 (De 

Quality assessment of skin biopsy specimens referred 
anonymous consultants [Penneys] 1053 (Se 

Ruling out the diagnosis [Bigby] 697 (Je 

Treatment of small and medium congenital nevi with the 
Q-switched ruby laser [Waldorf] 301 (Mr 

Unilateral perianogenital papulokeratotic lesion: inflamma 
tory linear verrucous epidermal nevus (ILVEN 
|OprSalova] 1507 (De) 

Nevus, Epithelioid and Spindle Cell 

Age distribution of Spitz nevus vs malignant melanoma (let 
ter) [Herreid] 352 (Mr 

Nevus, Melanocytic see Nevus, Pigmented 

Nevus, Pigmented 

Increase of melanocytic nevus counts in children during 5 
years of follow-up and analysis of associated factors 

Luther] 1473 (De) 

Large congenital melanocytic nevi and the risk for the de 
velopment of malignant melanoma: a prospective study 
{Marghoob] 170 (Fe) 

Neonatal curettage of giant congenital melanocytic nevi 
[De Raeve] 20 (Ja 

Utility of submitting fibroepithelial polyps for histological 
examination [Eads] 1459 (De 

New Mexico 

Mercury poisoning associated with beauty cream—Texas 
New Mexico, and California, 1995-1996, from MMWR 
1533 (De) 

New Zealand 

Hepatitis C virus infection and porphyria cutanea tarda in 
Australasia (letter) [Salmon] 91 (Ja 

NEWS AND NOTES 24 (ja), 379 (Ap), 594 (My), 756 (Jy 
1010 (Se), 1164 (Oc 

Nifedipine 

Peripheral edema due to nifedipine-itraconazole interac 
tion: a case report (letter) [Tailor] 350 (Mr); correction 

1374 (No 

Nitric Oxide 

From bedside to the bench and back: nitric oxide and the 
cutis [Qureshi] 889 (Au 

Nitric-Oxide Synthase 

From bedside to the bench and back: nitric oxide and the 
cutis [Qureshi] 889 (Au 

Nocardia 

Palmar chancre and multiple proximal! erythematous nod 
ules: nodular lymphangitis due to Nocardia brasiliensis 

[Johnson] 963 (Au 

Nomenclature 

Cutaneous lymphomas consist of a spectrum of nosologi 
cally different entities including mycosis fungoides and 
small plaque parapsoriasis [Burg] 567 (My 

Eczematous dermatitis? (letter) [Shereriz] (reply) [Drake] 
1130 (Se) 

If small plaque (digitate) parapsoriasis is a cutaneous T 
cell lymphoma, even an ‘abortive’ one, it must be myco 
sis fungoides! [Ackerman] 562 (My 

Plaque variant of trichoblastic fibroma (letter) |Escalo 
nilla| 1388 (No) 

Nurse Practitioners 

Dermatologists in Kaiser Permanente-Northern Califor 
nia: satisfaction, perceived constraints, and policy op 
tions [Weinberg] 1057 (Se) 


oO 
Obesity 


Topical tretinoin (retinoic acid) improves early stretch marks 
{Kang} 519 (My) 


Yellow plaque with keratotic papuies on the abdomen: per 
forating calcific elastosis (periumbilical perforating pseu 
Joxanthoma elasticum [PXE], localized acquired cuta 
neous PXE) |Karp| 223 (Fe 
Observer Variation 
Infraorbital crease, ethnic group, and atopic dermatitis 
Williams] 51 (Ja 
Obsessive-Compulsive Disorder 
Sertraline in the treatment of neurotic excoriations and re 
lated disorders (letter) |Kalivas] 589 (My 
Occlusive Dressings 
Management of ulcers with exposed Achilles tendon using 
occlusive dressings |Omidi} 1007 (Se 
OFF-CENTER FOLD (Hood AF, ed) 
Acquired clubbing of the great toenail: digital mucosal cyst 
pseudocyst) |Karte} 223 (Fe 
Acute onset of bilateral hemorrhagic leg lesions: pneumo 
coccal cellulitis [House] 81 (Ja 
Annular lesions in a black woman: annular lichen planus 
LP) [Boyd] 1105 (Se 
Asymptomatic blue nevus-like macule: localized argyria 
{Espinel] 459 (Ap 
Atrophic outpouchings of abdominal skin: nodular cuta 
neous amyloidosis {Carroll} 223 (Fe 
Child with a localized hair abnormality: woolly hair nevus 
|Amichai] 577 (My 
Child with unusual palms and soles: epidermolytic palmo 
plantar keratoderma (PPK) of Vorner [Mascar6} 1507 (De 
Chronic acneiform eruption with crateriform scars: acne ne 
crotica (varioliformis) (necrotizing lymphocytic follicu 
litis) [Zirn] 1365 (No 
Chronic finger dermatitis after trauma: posttraumatic ec 
zema with allergic contact dermatitis to neomycin, baci 
tracin, and topical corticosteroids |Sherertz] 459 (Ap 
Cutaneous lesions provide a clue to mysterious pulmonary 
process: pulmonary and cutaneous North American blas 
tomycosis infection [Weil] 821 (Jy 
Cutaneous necrosis: heparin necrosis [Whitmore] 341 (Mr) 
Disseminated ulcerated papules and nodules: cutaneous dis 
seminated sporotrichosis | Ticoras] 963 (Au 
Distinctive annular facial plaque: desmoplastic trichoepi 
thelioma [Punwaney} 1239 (Oc 
Edentulous woman with warty lesions: lipoid proteinosis 
{Cannata] 1239 (O. 
Extensive inguinal lymphadenitis: ecthyma with inguinal 
lymphadenitis |Duve] 821 (Jy 
Generalized rash in a Dominican immigrant: borderline lep 
rosy (Hansen's disease) with type | upgrading (ie, rever 
sal) reaction |Zirn] 81 (Ja 
Hair abnormality present since childhood: pili annulati 
Amichai| 577 (My 
Hair loss in a 6-month-old child: monilethrix | Amichai] 5 
(My 
Hyperkeratotic nodule: keratoacanthomalike pilomatri 
coma [Faust] 577 (My 
jaundice and bleeding from peripheral intravenous sites in 
a neonate: neonatal hemochromatosis (idiopathic neo 
natal iron-storage disease) |Leal-Khouri] 1507 (De 
Lightly pigmented facial papules of variable size: tuberous 
sclerosis complex (TSC) [Costarangos] 1105 (Se 
Localized indurated brown plaques on arms and right but 
tock: pentazocine-induced morphea [Bellman] 1365 (No 
Multiple erythematous tender papules and nodules in an | | 
month-old boy: Sweet syndrome (SS) (acute febrile neu 
trophilic dermatosis) |Hassouna] 1507 (De 
Multiple painful blue nodules: multiple glomus tumors (gk 
mangiomas) |Yen| 703 (je 
Nail dystrophy in a 35-year-old man: subungual enchon 
droma [Koff} 223 (Fe 
Newborn infant with multiple purple skin nodules: con 
genital monocytic leukemia (“blueberry muffin” neo 
nate) |Attal] 341 (Mr 
Nodular lesions on fingertips: cutaneous sarcoidosis 
[Di Landro} 459 (Ap 
Nodule on the lip: nodular secondary syphilis [Vibhagool 
821 (Jy 
Nonhealing leg ulcer: angiocentric T-cell lymphoma [Pion 
1105 (Se 
Numerous erythematous truncal plaques: multiple basal cell 
carcinomas associated with arsenic ingestion |Mowad 
1105 (Se 
Palmar chancre and multiple proximal erythematous nod 
ules: nodular lymphangitis due to Nocardia brasiliensis 
[Johnson! 963 (Au 
Palmoplantar pustules in an infant: acropustulosis of in 
fancy [Dorton| 1365 (No 
Palpable purpura in an HIV-positive patient: disseminated 
histoplasmosis [Phillips] 341 (Mr 
Persistent perineal ulcerations: erosive herpes simplex 
[Dietrich] 81 (Ja 
Purpuric eruption with bloody diarrhea in an adult: Henoch 
Schonlein purpura [Young] 1239 (Ox 
Radial expanding plaque on the chest: eosinophilic pustu 
lar folliculitis (Ofuji’s disease) [Netzer] 341 (Mr 
Scaly erythematous lesion in a patient with extensive solar 
damage: malignant melanoma in situ, amelanotic type 
[Prieto] 1239 (O 
Slow growing lesion on the face: lupus vulgaris |Moiin] 81 


Ja 
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Slowly enlarging, erythematous macule in a child: tufted an 
gioma |Lockman] 703 (Je 
Unilateral keratotic vascular lesion on the leg: verrucous hem 
angioma |Wong] 703 (je 
Unilateral perianogenital papulokeratotic lesion: inflamma 
tory linear verrucous epidermal nevus (ILVEN) 
OprSalova] 1507 (De 
Vascular papules on the dorsum of the hands: multinucle 
ate cell angiohistiocytoma (MCAH) [Duncan] 703 (Je) 
Vesicular eruption on the scalp: varicella-zoster virus with 
Torulopsis glabrata colonization |Meffert} 963 (Au 
Violaceous rash of dersal fingers in a woman: chilblain lu 
pus erythematosus (perniosis) [Fisher] 459 (Ap 
Widespread annular erythematous plaques: multibacillary 
leprosy [Sowell] 963 (Au 
Widespread papules and nodules in a Ugandan man with 
acquired immunodeficiency syndrome: African blasto 
mycosis [Cohen] 821 (Jy 
Yellow plaque with keratotic papules on the abdomen: per 
forating calcific elastosis (periumbilical perforating pseu 
doxanthoma elasticum [PXE], localized acquired cuta 
neous PXE) [Karp] 223 (Fe 
Yellowish papules on lateral aspect of palms: focal acral hy 
perkeratosis [Richey] 1365 (N« 
Office Management 
Organizing your brain and your practice for survival 
|Cornelison 
Office Visits 
Acne therapy: medication use and sources of care in office 
based practice [Stern] 776 (Jy 
Managed care and the treatment of skin diseases: derma 
tologists do it less often [Stern] 1039 (Se 
Oho 
Restructuring dermatology education at Cleveland medi 
cal centers affiliated with Case Western Reserve Univer 
sity [Wood] 1085 (Se 
Olmsted Syndrome 
Olmsted syndrome: case report and identification of a kera 
tin abnormality | Kress} 797 (Jy 
Onychomycosis 
Acute generalized exanthematous pustulosis induced by ter 
binafine (letter) [Dupin] 1253 (Oc 
Antifungal pulse therapy for onychomycosis: a pharmaco 
kinetic and pharmacodynamic investigation of monthly 
cycles of l-week pulse therapy with itraconazole 
[De Doncker] 34 (Ja 
Cutaneous findings in Gulf War veterans (letter) |Krivda] 
846 (Jy 
Ethics and micromanaged care |Brodell] 1013 (Se 
Oral Mucosa see Mouth Mucosa 
Orbit 
Infraorbital crease, ethnic group, and atopic dermatitis 
Williams] 51 (Ja 
Ossification, Heterotopic 
Progressive osseous heteroplasia | Miller] 787 (Jy 
Skin and bones [Kaplan] 815 (Jy 
Ossification, Pathologic see Ossification, Heterotopic 
Osteoarthritis 
Oxaprozin-induced pseudoporphy na (letter) [Ingrish] 1519 
De 
Osteoblasts 
Progressive osseous heteroplasia | Miller) 787 (Jy 
Osteocalcin 
Effects of isotretinoin on bone mineralization during rou 
tine therapy with isotretinoin for acne vulgaris | Margolis] 
69 Uy 
Osteopathic Medicine 
What every dermatologist should know abou: homeopa 
thy [Burgdorf] 95 At 
Osteopathy see Osteopathic Medicine 
Osteoporosis 
Methotrexate osteopaitny in long-term, low-dose metho 
trexate treatment for psoriasis and rheumatoid arthritis 
Zonneveld| 184 (Fe 
Osteoporosis and long-term etretinate therapy (letters 
Margolis, Whitmore s (reply) | DiGiovanna] 714 (Je 
Oxaprozin 
Oxaprozin-induced pseudoporphyria (letter) [Ingrish] 1519 
De 
Oxazepam 
Extensive fixed drug ern on induced by oxazepam (let 


ter) |Krischer 18 (Je 


p53 Genes see Genes, p53 
Pain 
Methotrexate oste long-term w-dose metho 
trexate treatment for psoriasis and rheumatoid arthritis 
Zonneveld] 184 (Fe 
myopathy induced by isotretinoin (letter 
21 (De 
Palmoplantar Keratoderma see Keratoderma, Palmoplan 
tar 
Panniculitis 
Subcutaneous tissue involvement by T-cell lymphoma. a re 
port of 2 case Monterros« 3445 (N 
Papilloma 
Confluent and reticu papillomatosis. successful treat 


ment with minocycline (letter) [Fung| 1400 (Ne 





Unilateral keratotic vascular lesion on the leg: verrucous hem- 
angioma [Wong] 703 (Je) 

P. is see Papill 

Pepilomevires, Human 

of human p irus type 16-related 

DNA and absence of detectable p53 gene mutations in 
cell carcinomas after oral 
psoralen with UV-A treatment (letter) [Rabbenj 1257 (Oc) 

Human papillomavirus in nonmelanoma skin cancer? the 
phylogenetic tree of the papillomavirus family is not yet 
complete! (letter) [Hopfl] 834 (Jy) 

Psoralen plus UV-A-associated skin cancer: a likely role for 
human papillomavirus type 16? (letter) [McGregor] (re- 
ply) [Weinstock] 90 (Ja) 

‘einemias 

Erythema elevatum diutinum associated with IgA parapro- 
teinemia successfully controlled with intermittent plasma 
exchange [Chow] 1360 (No) 

1s 

Cutaneous lymphomas consist of a spectrum of nosologi- 
cally different entities including mycosis fungoides and 
small plaque parapsoriasis (Burg) 567 (My) 

If small plaque (digitate) parapsoriasis is a cutaneous T- 
cell lymphoma, even an ‘abortive’ one, it must be myco- 
sis fungoides! [Ackerman] 562 (My) 

Small plaque parapsoriasis and mycosis fungoides (letter) 
[Raskin] 1388 (No) 

Paresthesia 

Systemic tacrolimus (FK 506) is effective for the treatment 
of psoriasis in a double-blind, placebo-controlled study 
[European FK 506 Multicentre Psoriasis Study Group] 
419 (Ap) 

Parity 

Yellow plaque with keratotic papules on the abdomen: per 
forating calcific elastosis (periumbilical perforating pseu- 
doxanthoma elasticum [PXE], localized acquired cuta- 
neous PXE) [Karp] 223 (Fe) 

Parvovirus B19, Human 

Papular-purpuric ‘gloves and socks’ syndrome (letter) 
[Veraldi] 975 (Au) 

Patch Tests 

Allergic contact dermatitis from doxepin cream (letter) 
[Rapaport] 1516 (reply) {Taylor} 1517 (De) 

Allergic contact dermatitis from doxepin cream: one-year 
patch test clinic experience [Taylor] 515 (My) 

Extensive fixed drug eruption induced by oxazepam (let- 
ter) [Krischer] 718 (Je) 

Pathology 

Ruling out the diagnosis |Bigby] 697 (Je) 

Patient Advocacy 

Research and dermatologic excellence |Hanifin] 133 (Fe) 

Patient Satisfaction 

Is it reasonable for a dermatologist to treat acne? 
[Webster] 819 (Jy); correction, 1135 (Se) 

Pedigree 

Linkage of an American pedigree with palmoplantar kera- 
toderma and mal y(p pl ectodermal dys- 
plasia type III) to 17q24 literature survey and proposed 
updated classification of the keratodermas [Stevens] 640 
Je) 

Pemphigoid, Bullous 

Advances in the diagnosis of subepidermal bullous dis- 
eases [Yancey] 220 (Fe) 

Bullous pemphigoid and epidermolysis bullosa acquisita: dif- 
ferentiation by fluorescence overlay antigen mapping 
[De Jong) 151 (Fe) 

Drugs associated with bullous pemphigoid: a case-control 
study |Bastuji-Garin] 272 (Mr) 

Generalized atrophic benign epidermolysis bullosa: either 
180-kd bullous pemphigoid antigen or laminin-5 defi- 
ciency [Jonkman] 145 (Fe) 

Serum from normal elderly individuals contains anti- 
basement membrane zone antibodies |Hachisuka] 1201; 
(clinical implications) [Bystryn] 1205 (Oc) 

Pemphigus 

Adjuvant therapy of pemphigus: an update [Bystryn| 203 
(Fe) 

Curative treatment for pemphigus (letter) [Pasricha] 1518 
(De) 

Neutrophilic spongiosis in pemphigus [Hoss] 315 (Mr) 

Pulse glucocorticoid therapy: the ‘big shot revisited [Roujeau} 
1499 (De) 

Treatment of pemphigus vulgaris with brief, high-dose in- 
travenous glucocorticoids [Werth] 1435 (De) 

Pemphigus Vulgaris see Pemphigus 

Penicillin G, Benzathine 

Nodule on the lip: nodular secondary syphilis { Vibhagool] 
821 (Jy) 

Penis 

Clinicopathologic findings in the Bannayan-Riley- 
Ruvalcaba syndrome [Fargnoli] 1214 (Oc) 

Pentazocine 

Localized indurated brown plaques on arms and right but 
tock: pentazocine-induced morphea [Bellman] 1365 (No) 

Perineum 

Episodic nontoxic erythema (letter) [Parsons] 1387 (No) 

Persistent perineal ulcerations: erosive herpes simplex 
[Dietrich] 81 (Ja) 

Recurrent toxin-mediated perineal erythema {Manders} 57 


Ga) 














Periodicals 

Impact of dermatology journals [Dubin 131:1059 (Se); cor- 
rection, 132:136 (Fe) 

Organizational impact in the dermatologic literature | Dubin] 
1293 (No) 

Quality of care: a call for papers for the annual coordinated 
theme issues of the AMA journals [Lundberg] 1514 (De) 

Periostitis 

Psoriatic onycho-pachydermo-periostitis: a variant of pso- 
riatic distal interphalangeal arthritis? [Boisseau-Garsaud |} 
176 (Fe) 

Permethrin 

Comparative percutaneous absorption of lindane and per- 
methrin |Franz) 901 (Au) 

Safety of permethrin vs lindane for the treatment of scabies 
[Meinking} 959 (Au) 

Persian Gulf Syndrome 

Cutaneous findings in Gulf War veterans (letter) [Krivda] 
846 (Jy) 

Personal Satisfaction 

Patient referrals to a dermatologist: the referring physi- 
cian’s perspective |Eaglstein] 292 (Mr) 

Personnel Staffing and Scheduling 

Organizing your brain and your practice for survival 
[Cornelison] 1117 (Se) 

Petechiae see Purpura 

Pets see Animals, Domestic 

itis 

Arcanobacterium haemolyticum pharyngitis and exanthem 
three case reports and literature review [Gaston] 61 (Ja) 

Recurrent toxin-mediated perineal erythema [Manders] 57 
Ga) 

Phenols 

Pulsed carbon dioxide laser, trichloroacetic acid, Baker- 
Gordon phenol, and dermabrasion: a comparative clini- 
cal and histologic study of cutaneous resurfacing in 2 por- 
cine model (letter) [Fitzpatrick] 469 (Ap) 

Phe: 

Linkage of an American pedigree with palmoplantar kera- 
toderma and malig y(p pl ectodermal dys- 
plasia type Ill) to 17q24 literature survey and proposed 
updated classification of the keratodermas [Stevens] 640 
Je) 

Photoaging of Skin see Skin Aging 

Photochemotherapy 

PUVA bath photochemotherapy for localized scleroderma 
evaluation of 17 consecutive patients {[Kerscher] 1280 (No) 

Photography 

History of photography in der logy: milestones from the 
roots to the 20th century [Neuse] 1492 (De) 

Photometry 

Deposition of granular IgA relative to clinical lesions in der 
matitis herpetiformis |Zone] 912 (Au) 

Photopheresis 

Adjuvant therapy of pemphigus: an update [Bystryn] 203 
(Fe) 

Photosensitivity Disorders 

Kindler syndrome: clinical and ultrastructural findings 
[Haber] 1487 (De) 

Oxaprozin-induced pseudoporphyria (letter) [Ingrish} 1519 
(De) 

Rapid decline in photosensitivity after 8-methoxypsoralen 
bathwater delivery (letter) [Degitz] 1394 (No) 

Rapid decrease of phototoxicity after PUVA bath therapy with 
8-methoxypsoralen (letter) [Neumann] 1394 (No) 

Phototherapy 

Circulating skin-homing T cells in atopic dermatitis: selec- 
tive up-regulation cf HLA-DR, interleukin-2R, and CD30 
and decrease after combined UV-A and UV-B photo 
therapy [Piletta] 1171; (clinical implications) |Cooper] 
1177 (Gc) 

Physician Assistants 

Dermatologists in Kaiser Permanente-Northern Califor 
nia: satisfaction, perceived constraints, and policy op 
tions [Weinberg] 1057 (Se) 

Physician-Patient Relations 

Fatal flaw of Stanton’s doomsday Rx (letter) [Rehder| 1247 
(Oc) 

Professional ethics and managed care in dermatology 
{Hammes} 1070 (Se) 

Physicians, Family 

Capitation for dermatologists [Pariser] 1113 (Se) 

Comparison of dermatologists and generalists: manage 
ment of childhood atopic dermatitis [Resnick] 1047 (Se) 

Dermatologists in Kaiser Permanente-Northern Califor- 
nia: satisfaction, perceived constraints, and policy op- 
tions [Weinberg] 1057 (Se) 

Dermatology: positioned ior health care reform |Lober| 1065 
(Se) 

Lack of correlation between internists’ ability in dermatol- 
ogy and their patterns of treating patients with skin dis- 
ease [Kirsner] 1043 (Se) 

Managed care and the treatment of skin diseases: derma 
tologists do it less often [Stern] 1039 (Se) 

Primary care physicians as gatekeepers in managed care: pri- 
mary care physicians’ and dermatologists’ skills at sec- 
ondary prevention of skin cancer |Gerbert} 1030 (Se) 

Restructuring dermatology education at Cleveland medi- 
cal centers affiliated with Case Western Reserve Univer- 
sity [Wood] 1085 (Se) 
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Symposia for teaching dermatology to primary care physi- 
cians: abstracts presented at the Sixth Winter Meeting of 
the Residency Curriculum Exchange Group, February 13 
1996, Washington, DC [Cruz] 1091 (Se) 

Physicians’ Practice Patterns 

Acne therapy: medication use and sources of care in office- 
based practice [Stern] 776 (Jy) 

Is it reasonable for a dermatologist to treat acne? | Webster] 
819 (Jy); correction, 1135 (Se) 

Organizing your brain and your practice for survival 
[Cornelison] 1117 (Se) 

Physician's Role 

Role of the part-time physician-teacher in dermatology 
[Brodell] 758 (Jy) 

Pigmentation 

Treatment of small and medium congenital nevi with the 
Q-switched ruby laser [Waldorf] 301 (Mr) 

Treatment of traumatic tattoos with the Q-switched neo- 
dymium:YAG laser [Suzuki] 1226 (Oc) 

Pigmentation Disorders 

Analysis of 54 cases of hypopigmentation and hyperpig- 
mentation along the lines of Blaschko [Nehal] 1167 (Oc) 

Idiopathic lenticular mucocutaneous pigmentation or Lau- 
gier-Hunziker syndrome with atypical features (letter) 
[Gerbig] 844 (Jy) 

Pigs see Swine 

Pili Annulati 

Hair abnormality present since childhood: pili annulati 
[|Amichai] 577 (My) 

Pilomatrixoma 

Hyperkeratotic nodule: keratoacanthomalike pilomatri- 
coma [Faust] 577 (My) 

Pityriasis Lichenoides 

Cutaneous lymphomas consist of a spectrum of nosologi- 
cally different entities including mycosis fungoides and 
small plaque parapsoriasis [Burg] 567 (My) 

If small plaque (digitate) parapsoriasis is a cutaneous T- 
cell lymphoma, even an ‘abortive’ one, it must be myco- 
sis fungoides! [Ackerman] 562 (My) 

Pityriasis Lichenoides Chronica see Pityriasis Lichenoi- 
des 

Placebo Effect 

What every dermatologist should know about homeopa- 
thy [Burgdorf] 955 (Au) 

Plants 

Disseminated ulcerated papules and nodules: cutaneous dis- 
seminated sporotrichosis [Ticoras} 963 (Au) 

Plasma Exchange 

Erythema elevatum diutinum associated with IgA parapro- 
teinemia successfully controlled with intermittent plasma 
exchange [Chow] 1360 (No) 

Plasmapheresis 

Adjuvant therapy of pemphigus: an update [Bystryn] 203 
(Fe) 


Treatment of recalcitrant leg ulcers in cryoglobulinemia types 
| and I with plasmapheresis [McGovern] 498 (My) 

Pneumococcus see Streptococcus pneumoniae 

Poikiloderma Congenitale 

Kindler syndrome: clinical and ultrastructural findings 
[Haber] 1487 (De) 


Poisoning 

Mees lines: a clue for the diagnosis of arsenic poisoning (let- 
ter) [Quecedo] 349 (Mr) 

Polymerase Chain Reaction 

Absence of human T-cell lymphotropic virus genomic de- 
terminants in canine mycosis fungoides (letter) [Fiven- 
son] 841 (Jy) 

Chancroid detected by polymerase chain reaction— 
jackson, Mississippi, 1994-1995, from MMWR, 17 (Ja) 

Chronic lupoid leishmaniasis: evaluation by polymerase chain 
reaction [Momeni] 198 (Fe) 

Detection of human T-cell lymphotrophic virus type | in ar- 
chival tissue specimens [Wood] 1339 (No) 

Detection of mycobacterial DNA in the skin: etiologic in- 
sights and diagnostic perspectives [Degitz] 71 (Ja) 

Hepatitis C virus infection in patients with psoriasis (let 
ter) [Kanazawa] 1391 (No) 

Human papillomavirus in nonmelanoma skin cancer? the 
phylogenetic tree of the papillomavirus family is not yet 
complete! (letter) [Hopf] 834 (Jy) 

Mycobacterium tuberculosis DNA in papulonecrotic tuber- 
culid (letter) [Baselga] 92 (Ja) 

Polymerase chain reaction detection of circulating melano 
cytes as a prognostic marker in patients with melanoma 
[Battayani] 131:443 (Ap); correction, 132:416 (Ap) 

Primary cutaneous non-T, non-B CD4*, CD56° lym- 
phoma [Dummer] 550 (My) 

Polymyxin B 

Failure of topical polymyxin B to improve mild plaque pso- 
riasis (letter) [Stutz] 231 (Fe) 

Polyps 

Utility of submitting fibroepithelial polyps for histological 
examination [Eads] 1459 (De) 

Population Surveillance 

Melanoma epidemic: is increased surveillance the solution 
or the problem? [Swerlick] 881 (Au) 

Surveillance of tuberculosis and AIDS co-morbidity— 
Florida, 1981-1993, from MMWR, 377 (Ap) 





Porphyria 

Oxaprozin-induced pseudoporphyria (ietter) |Ingrish] 1519 
(De) 

Porphyria Cutanea Tarda 

Abnormal serum porphyrin levels in patients with the ac 
quired immunodeficiency syndrome with or without hepa 
titis C virus infection [Nomura] 906 (Au 

Abnormal urinary coproporphyrin levels in patients in 
fected by hepatitis C virus with or without human im 
munodeficiency virus: a study of 177 patients |Cribier] 
1448 (De) 

Hepatitis C virus and human immunodeficiency virus in 
fection can alter porphyrin metabolism and lead to por 
phyria cutanea tarda [Blauvelt] 1503 (De 

Hepaiitis C virus infection and porphyria cutanea tarda in 
Australasia (letier) [Salmon] 91 (Ja 

Porphyrin abnormalities in acquired immunodeficiency syn 
drome [O'Connor] 1443 (De) 

Porphyrins 

Abnormal serum porphyrin levels in patients with the ac 
quired immunodeficiency syndrome with or without hepa 
titis C virus infection [Nomura] 906 (Au 

Hepatitis C virus and human immunodeficiency virus in 
fection can alter porphyrin metabolism and lead to por 
phyria cutanea tarda |Blauvelt] 1503 (De 

Porphyrin abnormalities in acquired immunodeficiency syn 
drome [O'Connor] 1443 (De) 

Port-wine Stains 

Pulsed dye laser-resistant port-wine stains (letter) |Kane] 
839 (Jy) 

Positron-Emission Tomography see Tomography, Emission- 
Computed 

Practice Guidelines 

Factual, not arbitrary, basis for choice of resection margins 
in melanoma |Piepkorn] 811 (Jy 

Is it reasonable for a dermatologist to treat acne? [Webster] 
819 (Jy); correction, 1135 (Se 

Precipitin Tests 

Immune-mediated subepithelial blistering diseases of the mu- 
cous membranes: improving the detection of circulating 
autoantibodies by the use of concentrated serum samples 
[Korman] 1194 (Oc) 

Prednisone 

Generalized rash in a Dominican immigrant: borderline lep 
rosy (Hansen's disease) with type | upgrading (ie, rever 
sal) reaction [Zirn] 81 (Ja) 

Idiopathic hypereosinophilic syndrome | Weller] 583 (My 

Pulse glucocorticoid therapy: the ‘big shot’ revisited | Roujeau] 
1499 (De) 

Radial expanding plaque on the chest: eosinophilic pustu 
lar folliculitis (Ofuji’s disease) [Netzer] 341 (Mr) 

Recurrent rapidly progressive infiltrated plaques and bul 
lae [Touma] 1432 (De) 

Treatment of pemphigus vulgaris with brief, high-dose in 
travenous glucocorticoids [Werth] 1435 (De 

Pregnancy 

Topical tretinoin (retinoic acid) improves early stretch marks 
[Kang] 519 (My) 

Prenatal Diagnosis 

Absence of detectable a, integrin in pyloric atresia- 


junctional epidermolysis bullosa syndrome: application 
for prenatal diagnosis in a family at risk for recurrence 
[Shimizu] 919 (Au) 

Prepaid Health Plans 

Managed care and the treatment of skin diseases: derma 
tologists do it less often [Stern] 1039 (Se 

Pressure 


Compression therapy in painful piezogenic pedal papules 
[Boni] 127 (Fe) 

Preventive Medicine 

Melanoma epidemic: is increased surveillance the solution 
or the problem? [Swerlick] 881 (Au) 

Prevention and early detection strategies for melanoma and 
skin cancer: current status [Koh] 436 (Ap 

Primary Care Physicians see Physicians, Family 

Prognosis 

Increased serum concentration of the soluble interleu 
kin-2 receptor in cutaneous T-cell lymphoma: clinical and 
prognostic implications [Wasik] 42; (clinical implica 
tions) [Kim] 46 (Ja) 

Morphologic spectrum of cutaneous B-cell lymphomas | Ker] 
1376 (No) 

Polymerase chain reaction detection of circulating melano 
cytes as a prognostic marker in patients with melanoma 
[Battayani] 131:443 (Ap); correction, 132:416 (Ap) 

Primary cutaneous large B-cell lymphomas of the legs: a dis 
tinct type of cutaneous B-cell lymphoma with an inter 
mediate prognosis [Vermeer] 1304 (No 

Prostaglandins 

Radiation injury to skin following fluoroscopically guided 
procedures |Malkinson] 695 (Je); correction, 1302 (No) 

Prostatic Neoplasms 

Keratoacanthomas and skin neoplasms associated with sura 
min therapy (letter) [Kobayashi] 96 (Ja 

Protein C 

Livedoid vasculitis: response to low-dose danazol | Hsiao] 
749 (Jy) 

Protein Kinase C 

Failure of topical polymyxin B to improve mild plaque pso 
riasis (letter) [Stutz] 231 (Fe) 


Protein p53 

Psoralen plus UV-A-associated skin cancer: a likely role for 
human papillomavirus type 16? (letter) [McGregor] (re 
ply) [Weinstock] 90 (Ja 

Protein S 

Livedoid vasculitis: response to low-dose danazol [Hsiao] 
749 (Jy) 

Proteinosis, Lipoid 

Edentulous woman with warty lesions: lipoid proteinosis 
{Cannata] 1239 (Oc 

Proviruses 

Detection of human T-cell lymphotrophic virus type | in ar 
chival tissue specimens [Wood] 1339 (No 

Pruritus 

Allergic contact dermatitis from doxepin cream (letter) 
[Rapaport] 1516 (reply) [Taylor] 1517 (De) 

Allergic contact dermatitis from doxepin cream: one-year 
patch test clinic experience [Taylor] 515 (My 

Annular lesions in a black woman: annular lichen planus 
(LP) [Boyd] 1105 (Se 

Atrophic outpouchings of abdominal skin. nodular cuta 
neous amyloidosis |Carroll] 223 (Fe 

Development of green vision in association with terbin 
afine therapy (letter) [Gupta] 845 (Jy 

Eczematous dermatitis? 
1130 (Se) 

Hepatitis C virus in dermatology (letter) [Fisher] 1247 (Oc) 


letter) [Sherertz] (reply) [Drake 


Latex allergy: review of 44 cases including outcome and fre 
quent association with allergic hand eczema | Taylor] 265 

ir) 

Mycosis fungoides palmaris et plantaris (letter) [Sand- 
wich] 971 (Au 

Palmoplantar pustules in an infant: acropustulosis of in 
fancy [Dorton] 1365 (N« 

Successful treatment of Sezary syndrome with lymphoma 
tous transformation to large cell lymphoma with 
fludarabine phosphate (letter) |Nikko] 978 (Au) 

Pseudallescheria 

Pseudallescheria boydii in an immunocompromised host: suc 
cessful treatment with débridement and itraconazole 
[Ruxin] 382 (Ap 

Pseudohypoparathyroidism 

Skin and bones [Kaplan] 815 (Jy 

Psoralen Ultraviolet A Therapy see PUVA Therapy 

Psoriasis 

Augmented betamethasone: efficacy in psoriasis with dif 
ferent dosing frequencies (letter) [Singh] 1525 (De 

Calcipotriene ointment applied once a day for psoriasis: a 
double-blind, multicenter, placebo-controlled study (let 
ter) [Pariser] 1527 (De 

Cutaneous findings in Gulf War veterans (letter) [Krivda] 
846 (Jy 

Failure of topical polymyxin B to improve mild plaque pso 
riasis (letter) [Stutz] 231 (Fe 

From bedside to the bench and back: nitric oxide and the 
cutis [Qureshi] 889 (Au 

Helicobacter pylori antibodies in patients with psoriasis (let 
ter) |Halasz) 95 (Ja); correction, 616 (Je) 

Hepatitis C virus infection in patients with psoriasis (let 
ter) [Kanazawa] 1391 (No 

How great is the risk of further psoriasis following a single 
episode of acute guttate psoriasis? (letter) |Martin] 717 
(Je) 

Long-term safety of cyclosporine in the treatment of pso 
riasis |Grossman]| 623 (Je 

Long-term use of cyclosporine in dermatology [Zachariae] 
692 (Je 

Methotrexate osteopathy in long-term, low-dose metho 
trexate treatment for psoriasis and rheumatoid arthritis 
[Zonneveld] 184 (Fe 

Ysteoporosis and long-term etretinate therapy (letters 
|Margolis, Whitmore] 713 (reply) |[DiGiovanna] 714 (Je) 

Psoriatic onycho-pachydermo-periostitis: a variant of pso 
riatic distal interphalangeal arthritis? | Boisseau-Garsaud] 
176 (Fe) 

Systemic tacrolimus (FK 506) is effective for the treatment 
of psoriasis in a double-blind, placebo-controlled study 
[European FK 506 Multicenire Psoriasis Study Group] 
419 (Ap) 

Treatment of psoriasis by cyclosporine and grapefruit juice 
(letter) [Taniguchi] 1249 (Ox 

Use of high-frequency ultrasound as a method of assessing 
the severity of a plaque of psoriasis [Gupta] 658 (Je) 

Publishing 

Organizational impact in the dermatologic literature [Dubin] 
1293 (No) 

Purpura 

Palpable purpura in an HIV-positive patient: disseminated 
histoplasmosis [Phillips] 341 (Mr 

Perirecta! hematoma presenting as purpura | Kane] 615 (Je) 

Treatment of recalcitrant leg ulcers in cryoglobulinemia types 
| and Il with plasmapheresis [McGovern] 498 (My 

Unilateral solar purpura as a manifestation of asymmetri 
cal photodamage in taxi drivers (letter) [Joshi] 715 Je 

Purpura, Schonlein-Henoch 

Purpuric eruption with bloody diarrhea in an adult: Henoch 
Schonlein purpura [Young] 1239 (Oc 

Pustulosis 

Acute generalized exanthematous pustulosis induced by ter 
binafine (letter) [Dupin] 1253 (Oc 
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Palmoplantar pustules in an infant: acropustulosis of in 
fancy |Dorton] 1365 (No 

PUVA Therapy 

Demonstration of human papillomavirus type 16-related 
DNA and absence of detectable p53 gene mutations in 
widespread cutaneous squamous cell carcinomas after oral 
psoralen with UV-A treatment (letter) [Rabben) 1257 (Oc) 

Diffuse cutaneous mastocytosis: treatment with oral psor 
alen plus UV-A [Mackey] 1429 (De 

Metastatic Crohn's disease: report of 3 cases with special ref 
erence to histopathologic findings |Hackzell-Bradley} 928 
(Au 

Psoralen plus UV-A-associated skin cancer: a likely role for 
human papillomavirus type 16? (letter) [McGregor] (re 
ply) [Weinstock] 90 (Ja 

Psoriatic arthritis: new types, new treatments [Ruzicka] 215 
(Fe) 

PUVA bath photochemotherapy for localized scleroderma 
evaluation of 17 consecutive patients [Kerscher| 1280 (No) 

Rapid decline in photosensitivity after 8-methoxypsoralen 
bathwater delivery (letter) [Degitz] 1394 (No) 

Rapid decrease of phototoxicity after PUVA bath therapy with 
8-methoxypsoralen (letter) [Neumann] 1394 (No 

Pylorus 

Absence of detectable a, integrin in pyloric atresia 
junctional epidermolysis bullosa syndrome: application 
for prenatal diagnosis in a family at risk for recurrence 
[Shimizu] 919 (Au) 

Pyoderma Gangrenosum 

Detection of antineutrophil cytoplasmic antibodies in pa 
tients with hepatitis C virus-induced cutaneous vasculi 
tis with mixed cryoglobulinemia (letter) [Romani] 974 
(Au) 

Pyridoxine 

Slow growing lesion on the face: lupus vulgaris [Moiin] 81 
(Ja 


Q 


Quality of Health Care 

Professional ethics and managed care in dermatology 
[Hammes! 1070 (Se 

Quality assessment of skin biopsy specimens referred to 
anonymous consultants {Penneys] 1053 (Se) 

Quality of care: a call for papers for the annual coordinated 
theme issues of the AMA journals [Lundberg] 1514 (De) 


kK 


Race 

Clinical and histopathological characteristics of basal cell 
carcinoma in Japanese patients [Kikuchi] 320 (Mr 

Radiation Injuries 

Chronic radiodermatitis following cardiac catheterization 
[Lichtenstein] 663 (Je 

Radiation injury to skin following fluoroscopically guided 
procedures |Malkinson] 695 (Je); correction, 1302 (N« 

Radiation-Protective Agents 

Chronic radiodermatitis following cardiac catheterization 
[Lichtenstein] 663 (Je 

Radiation injury to skin following fluoroscopically guided 
procedures |Malkinson! 695 (Je); correction, 1302 (No) 

Radioallergosorbent Test 

Latex allergy: review of 44 cases including outcome and fre 
quent association with allergic hand eczema | Taylor] 265 
Mr 

Radiodermatitis 

Chronic radiodermatitis following cardiac catheterization 
[Lichtenstein] 663 (Je 

Radiation injury to skin following fluoroscopically guided 
procedures |Malkinson] 695 (Je); correction, 1302 (No 

Radiography 

Usefulness of screening investigations in neurofibromato 
sis type 1: a study of 152 patients [Wolkenstein] 1333 
No 

Radioprotective Agents see Radiation-Protective Agents 

Radiotherapy 

Nonhealing leg ulcer: angiocentric T-cell lymphoma | Pion] 
1105 (Se 

Treatment of Kaposi's sarcoma |Tur| 327 (Mr 

Randomized Controlled Trials 

Treatment of cutaneous leishmaniasis with itraconazole: ran 
domized double-blind study [Momeni] 784 (Jy 

Rate Setting and Review 

Capitation for dermatologists [Pariser 

Raynaud Disease 

Raynaud's phenomenon secondary to weever fish stings (let 
ter) [Carducci] 838 (Jy 

Receptors, Interleukin-2 

increased serum concentration of the soluble interleu 
kin-2 receptor in cutaneous T-cell tymphoma: clinical and 
prognostic implications [Wasik] 42; (clinical implica 
tions) [Kim] 46 (Ja 

Recombinant Fusion Proteins 

Similar Ro/SS-A autoantibody epitope and titer responses 
in annular erythema of Sjogren's syndrome and sub 
acute cutaneous lupus erythematosus |McCauliffe! 528 
My) 


Recombinan: Interferon Alfa-2b see Interferon Alfa-2b 





Recurrence 

Absence of detectable a, integrin in pyloric atresia- 
junctional epidermolysis bullosa syndrome: application 
for prenatal diagnosis in a family at risk for recurrence 
{Shimizu} 919 (Au) 

Case of relapsed leprosy successfully treated with sparfloxa 
cin (letter) [Sugita] 1397 (No) 

Clinical and histopathological characteristics of basal cell 
carcinoma in Japanese patients [Kikuchi] 320 (Mr) 

Clinical stage 1A (limited patch and plaque) mycosis fun- 
goides: a long-term outcome analysis [Kim] 1309 (No) 

Confluent and reticulate papillomatosis: successful treat 
ment with minocycline (letter) [Fung] 1400 (No) 

Episodic nontoxic erythema (letter) [Parsons] 1387 (No) 

Factual, not arbitrary, basis for choice of resection margins 
in melanoma [Piepkorn] 811 (Jy) 

How great is the risk of further psoriasis following a single 
episode of acute guttate psoriasis? (letter) [Martin] 717 
Je) 

Multiply recurrent cellulitis (letter) [Leicht] 1131 (reply) 
[Manders] 1132 (Se) 

Possible neural basis for the field effect in local recurrence 
of melanoma in situ (‘etter) [Cramerj 971 (Au) 

Referral and Consultation 

American Academy of Dermatology’s response to managed 
care and capitation [Russell] 1125 (Se) 

Dermatologists in Kaiser Permanente-Northern Califor 
nia: satisfaction, perceived constraints, and policy op- 
tions [Weinberg] 1057 (Se) 

Dermatology independent practice associations [Nestor] 
1099 (Se) 

Health care system reform and the American Academy of 
Dermatology |Sams] 586 (My) 

Managed care and dermatology [Arndt] 1029 (Se) 

Patient referrals to a dermatologist: the referring physi 
cian’s perspective [Eaglstein] 292 (Mr) 

Primary care physicians as gatekeepers in managed care: pri- 
mary care physicians’ and dermatologists’ skills at sec- 
ondary prevention of skin cancer |Gerbert] 1030 (Se) 

Quality assessment of skin biopsy specimens referred to 
anonvmous consultants |[Penneys} 1053 (Se) 

Restructuring dermatology education at Cleveland medi- 
cal centers affiliated with Case Western Reserve Univer- 
sity [Wood] 1085 (Se) 

Registries 

Surveillance of tuberculosis and AIDS co-morbidity— 
Florida, 1981-1993, from MMWR, 377 (Ap) 

Reimbursement Mechanisms 

American Academy of Dermatology’s response to managed 
care and capitation [Russell] 1125 (Se) 

Capitation for dermatologists [Pariser] 1113 (Se) 

Dermatology independent practice associations | Nestor] 
1099 (Se) 

Future of Medicare: their plans, your practice, Medicare re- 
form, and how it will affect the practice of dermatology 
[Drake] 1094 (Se) 

Relapse see Recurrence 

Reporter Genes see Genes, Reporter 

Research 

Instrumentation for epiluminescence microscopy: the gap 
between research and practice (letter) [Epstein] 91 (re- 
ply) [Wolff] 92 (Ja) 

Organizational impact in the dermatologic literature [Dubin] 
1293 (No) 

Research and dermatologic excellence |Hanifin] 133 (Fe) 

Research Support 

Research and dermatologic excellence {Hanifin] 133 (Fe) 

Retinoic Acid see Tretinoin 

Retinoids 

Psoriatic arthritis: new types, new treatments [Ruzicka] 215 
{ f e) 

Reverse Transcriptase see RNA-Directed DNA Polymer- 
ase 

Reviewers 

Reviewers for 1995 and 1996 and editorial office report 
[Arndt] 1535 (De) 

Rhabdomyolysis 

Coadministration of itraconazole with hypolipidemic agents 
may induce rhabdomyolysis in healthy individuals (let 
ter) [Horn] 1254 (Oc) 

RhabJomyolysis associated with azathioprine hypersensi 
tivity syndrome (letter) [Compton] 1254 (Oc) 

Rifampin 


Generalized rash in a Dominican immigrant: borderline lep- 


rosy (Hansen's disease) with type | upgrading (ie, rever 
sal) reaction |Zirn] 81 (Ja) 

Widespread annular erythematous plaques: multibacillary 
leprosy [Sowell] 963 (Au) 

Risk Factors 

Motivation for tattoo removal |Armstrong! 412 ( Ap) 

RNA 

Hepatitis C virus infection in patients with psoriasis (let 
ter) [Kanazawa] 1391 (No) 

RNA, Messenger 

Generalized atrophic benign epidermolysis bullosa: either 
180-kd bullous pemphigoid antigen or laminin-5 defi 
ciency [Jonkman] 145 (Fe) 

RNA-Directed DNA Polymerase 

Hepatitis C virus infection in patients with psoriasis (let 
ter) [Kanazawa] 1391 (No) 


Root Canal Therapy 

Severe facial edema following root canal treatment (letter 
[Tosti] 231 (Fe) 

Rubber 

Latex allergy: review of 44 cases including outcome and fre 
quent association with allergic hand eczema | Taylor) 265 
(Mr) 


Safety 

Cosmeceuticals: a proposal for rational definition, evalua 
tion, and regulation [Vermeer] 337 (Mr) 

Long-term safety of cyclosporine in the treatment of pso 
riasis [Grossman] 623 (Je) 

Long-term use of cyclosporine in dermatology |Zachariae| 
692 (Je) 

Safety of permethrin vs lindane for the treatment of scabies 
{Meinking] 959 (Au) 

What every dermatologist should know about homeopa 
thy [Burgdorf] 955 (Au 

Salicylic Acids 

Mycosis fungoides palmaris et plantaris (letter) [Sand 
wich] 971 (Au) 

Sampling Studies 

Avoiding sampling error in the biopsy of pigmented le 
sions [Stevens] 1380 (No) 

Sarcoidosis 

Detection of mycobacterial DNA in the skin: etiologic in 
sights and diagnostic perspectives [Degitz] 71 Vja 

Nodular lesions on fingertips: cutaneous sarcoidosis 
[Di Landroj 459 (Ap 

Sarcoma. Kaposi 

Long-term follow-up of non-HIV Kaposi's sarcoma treated 
with low-dose recombinant interferon alfa-2b | Costa da 
Cunha] 285 (Mr) 

Treatment of Kaposi's sarcoma [Tur] 327 (Mr 

Scabies 

Comparative percutaneous absorption of lindane and per 
methrin [Franz] 901 (Au) 

Safety of permethrin vs lindane for the treatment of scabies 
[Meinking] 959 (Au 

Scalp 

Actinic keratoses: the bald facts (letter) [Long] 1132 (Se 

Sisaipho: a new form of presentation of alopecia areata (let 
ter) [Mufioz] 1255 (Oc) 

Scalp Dermatoses 

Vesicular eruption on the scalp: varicella-zoster virus with 
Torulopsis glabrata colonization |Meffert] 963 (Au 

Scars, Hypertrophic see Cicatrix, Hypertrophic 

Scars see Cicatrix 

Scleroderma 

Pseudoainhum associated with linear scleroderma (letter 
[Park] 1520 (De) 

Scleroderma, Circumscribed 

Localized indurated brown plaques on arms and right but 
tock: pentazocine-induced morphea | Bellman} 1365 (No 

PUVA bath photochemotherapy for localized scleroderma 
evaluation of 17 consecutive patients [Kerscher]| 1280 (No 

Scleroderma, Localized see Scleroderma, Circumscribed 

Scleroderma, Systemic 

Expression of interleukin-4 in scleroderma skin specimens 
and scleroderma fibroblast cultures: potential role in fi 
brosis [Salmon-Ehr| 802 (Jy) 

Sclerosing Agents see Sclerosing Solutions 

Sclerosing Solutions 

Treatment of Kaposi's sarcoma [Tur] 327 (Mr) 

Sebum 

Neonatal Malassezia furfur pustulosis |Rapelanoro| 190 (Fe 

Seizures 

Lightly pigmented facial papules of variable size: tuberous 
sclerosis complex (TSC) {Costarangos] 1105 (Se 

Self-concept 

Motivation for tattoo removal (letter) [Varma] 1516 (De 

Self-esteem see Self-concept 

Self-Injurious Behavior 

Sertraline in the treatment of neurotic excoriations and re 
lated disorders (letter) |Kalivas] 589 (My) 

Sensitivity and Specificity 

Frequency and morphologic characteristics of invasive mela 
nomas lacking specific surface microscopic features 
[Menzies] 1178 (Oc) 

Sequence Analysis 

Human papillomavirus in nonmelanoma skin cancer? the 
phylogenetic tree of the papillomavirus family is not yet 
complete! (letter) [Hopfl] 834 (Jy) 

Sertraline 

Sertraline in the treatment of neurotic excoriations and re 
lated disorders (letter) [Kalivas] 589 (My) 

Serum Sickness 

Serious adverse reactions induced by minocycline: report 
of 13 patients and review of the literature [Knowles] 934 
(Au) 

Sexually Transmitted Diseases 

Chancroid detected by polymerase chain reaction— 
Jackson, Mississippi, 1994-1995, from MMWR, 17 (Ja) 

Nodule on the lip: nodular secondary syphilis [Vibhagool| 
821 Vy) 

Outbreak of primary and secondary syphilis—Baltimore City 
Maryland, 1995, from MMWR, 495 (My) 
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Sezary Syndrome 

Classification of cutaneous lymphomas (letter) [Slater] 972 
(reply) [Willemze] 973 (Au) 

immunoregulatory events in the skin of patients with cu 
taneous T-cell lymphoma [Hansen] 554 (My 

Successful treatment of Sézary syndrome with lymphoma 
tous transformation to large cell lymphoma with 
fludarabine phosphate (letter) [Nikko] 978 (Au) 

Shock, Septic 

Group A streptococcal infections: an old adversary reemerg 
ing with new tricks? |Feingold] 67 (Ja) 

Silver 

Asymptomatic blue nevus-like macule: localized argyria 
[Espinel] 459 (Ap) 

Simplexvirus 

Herpetic trigeminal trophic syndrome: treatment with acy 
clovir and sublesional triamcinolone [Shea] 613 (Je) 

Treatment of acyclovir-resistant perianal herpetic ulcer 
ation with intramuscular interferon alfa [Borrego] 1157 

Oc) 

Simvastatin 

Coadministration of itraconazole with hypolipidemic agents 
may induce rhabdomyolysis in healthy individuals (let 
ter) [Horn] 1254 (Oc) 

Singapore 

Cross-reactivity in fixed drug eruptions to tetracyclines (let 
ter) [Tham] 1134 (Se) 

Sisaipho 

Sisaipho: a new form of presentation of alopecia areata (let 
ter) [Mufioz] 1255 (Oc) 

Sjogren Syndrome 

Similar Ro/SS-A autoantibody epitope and titer responses 
in annular erythema of Sjogren's syndrome and sub 
acute cutaneous lupus erythematosus [McCauliffe] 528 

My 

Skin 

From bedside to the bench and back: nitric oxide and the 
cutis [Qureshi] 889 (Au 

Nodular lesions on fingertips: cutaneous sarcoidosis 
[Di Landro] 459 (Ap) 

Skin Absorption 

Comparative percutaneous absorption of lindane and per 
methrin [Franz] 90! (Au) 

Safety of permethrin vs lindane for the treatment of scabies 
[Meinking] 959 (Au) 

Skin Aging 

Histologic evaluation of preauricular and postauricular hu 
man skin after high-energy, short-pulse carbon dioxide 
laser [Cotton] 425 (Ap) 

Laser skin resurfacing |Hruza] 451 (Ap) 

Pulsed carbon dioxide laser resurfacing of photoaged facial 
skin [Fitzpatrick] 395 (Ap) 

Topical 8% glycolic acid and 8% L-lactic acid creams for the 
treatment of photodamaged skin: a double-blind vehicle- 
controlled clinical trial [Stiller] 631 (Je) 

Unilateral solar purpura as a manifestation of asymmetri- 
cal photodamage in taxi drivers (letter) [Joshi] 715 (Je) 

Skin Care 

Cosmeceuticals: a proposal for rational definition, evalua- 
tion, and regulation [Vermeer] 337 (Mr 

Skin Diseases 

Lack of correlation between internists’ ability in dermatol- 
ogy and their patterns of treating patients with skin dis- 
ease [Kirsner] 1043 (Se) 

Lymphomatoid granulomatosis of the skin and lung: an an- 
giocentric T-cell-rich B-cell lymphoproliferative disor 
der [McNift] 1464 (De) 

Managed care and the treatment of skin diseases: derma 
tologists do it less often [Stern] 1039 (Se) 

Research and dermatologic excellence |Hanifin] 133 (Fe) 

Skin Diseases, Vascular 

Acute livedo racemosa in a patient with type | primary hy 
peroxaluria (letter) [Plorer] 349 (Mr) 

Livedoid vasculitis: response to low-dose danazoi |Hsiao] 
749 Uy 

Skin Diseases, Vesiculobullous 

Bullous drug eruption treated with amputation: a challeng 
ing case of vancomycin-induced linear IgA disease 
[Bitman] 1289 (No) 

High-dose methotrexate-induced bullous variant of acral ery 
thema (letter) |Hellier] 590 (My) 

Oxaprozin-induced pseudoporphyria (letter) [Ingrish] 1519 
(De) 

Recurrent rapidly progressive infiltrated plaques and bul 
lae [Touma] 1432 (De) 

Skin Manifestations 

Arcanobacterium haemolyticum pharyngitis and exanthem 
three case reports and literature review [Gaston] 61 (Ja) 

Cutaneous Cryptococcus infection and AIDS: report of 12 
cases and review of the literature |Murakawa] 545 (My) 

Erythema elevatum diutinum and Crohn disease: a com- 
mon pathogenic role for measles virus? (letter) [Orteu] 
1524 (De) 

Hepatitis C virus in dermatology (letter) [Fisher] 1247 (Oc) 

Mees lines: a clue for the diagnosis of arsenic poisoning (let- 
ter) [Quecedo] 349 (Mr) 

Palpable purpura in an HIV-positive patient: disseminated 
histoplasmosis [Phillips] 341 (Mr) 

Perirectal hematoma presenting as purpura [Kane] 615 (Je) 





Subcutaneous tissue involvement by T-cell lymphoma: a re 
port of 2 cases [Monterroso] 1345 (No 
Skin Neoplasms 
Actinic keratoses: the bald facts (ietter) [Long] 11 
Coexisting malignancies in patients with malignant mela 
noma (letter) [Helm] 471 (Ap 
Complications of cutaneous surgery in patients who are tak 
ing warfarin, aspirin, or nonsteroidal anti-inflammatory 
drugs [Otley] 161 (Fe 
Cutaneous carcinoma during long-term hydroxyurea therapy 
a report of 5 cases (letter) [Callot-Mellot] 1395 (No 
Cutaneous malignant melanoma and sun exposure: recent 
developments in epidemiology |Katsambas] 444 (Ap 
Factual, not arbitrary, basis for choice of resection margins 
in melanoma [Piepkorn] 811 (Jy 
Frequency and morphologic characteristics of invasive mela 
nomas lacking specific surface microscopic features 
Menzies! 1178 (Oc 
Human papillomavirus in nonmelanoma skin cancer? the 
phylogenetic tree of the papillomavirus family is not yet 
complete! (letter) [Hopfl] 834 (Jy 
Keratoacanthomas and skin neoplasms associated with sura 
min therapy (letter) |Kobayashi] 96 (Ja 
Melanoma epidemic: is increased surveillance the solution 
or the problem? [Swerlick] 881 (Au 
Prevention and early detection strategies for melanoma and 
skin cancer: current status [Koh] 436 (Ap 
Primary care physicians as gatekeepers in managed care: pri 
mary care physicians’ and dermatologists’ skills at sec 
ondary prevention of skin cancer [Gerbert] 1030 (Se 
Psoralen plus UV-A-associated skin cancer: a likely role for 
human papillomavirus type 16? (letter) [McGregor] (re 
ply) [Weinstock] 90 (ja 
Quality assessment of skin biopsy specimens referred to 
anonymous consultants |Penneys| 1053 (Se 
Scaly erythematous lesion in a patient with extensive solar 
damage: malignant melanoma in situ, amelanotic type 
Prieto} 1239 (Oc 
Survey of knowledge of and awareness about melanoma— 
United States, 1995, from MMWR, 747 (Jy 
Utility of submitting fibroepithelial polyps for histological 
examination [Eads] 1459 (De 
Skin Pigmentation 
Avoiding sampling error in the biopsy of pigmented le 
sions [Stevens| 1380 (No 
Cutaneous malignant melanoma and sun exposure: recent 
developments in epidemiology |Katsambas| 444 (Ap 
Increase of melanocytic nevus counts in children during 5 
years of follow-up and analysi+ of associated factors 
Luther] 1473 (De 
Pigmentary patterning as a clinical clue of genetic mosa 
icism [Paller| 1234 (Oc 
Pigmented lesions in actinically dcmaged skin: histopatho 
logic comparison of biopsy and excisional specimens 
Somach] 1297 (No 
Pulsed dye laser-resistant port-wine stains (letter) [Kane] 
839 (Jy 
Q-switched ruby laser treatment of minocycline-induced cu 
taneous hyperpigmentation (letter) [Knoell] 1251 (Oc 
Treatment of minocycline-induced hyperpigmentation with 
the Q-switched ruby laser (letter) [Tsao 50 (Oc 
Skin Tags 
Infantile perianal pyramidal protrusion |Kayashima] 1481 
De 
Utility of submitting fibroepithelial polyps for histological 
examination [Eads] 1459 (De 
Skin Transplantation 
Functional analyses of the stratum corneum in scars: se 
quential studies after injury and comparison among ke 
loids, hypertrophic scars, and atrophic scars |Suetake] 
1453; (clinical implications) | Elias} 1458 (De 
Possible neural basis for the field effect in local recurrence 
of melanoma in situ (letter) |Cramer] 971 (Au 
Skin Ulcer 
Calciphylaxis without renal failure (letter) [Fader] 837 (Jy 
Skin Wrinkling see Skin Aging 
Skinfold Thickness 
Staphylococcal enterotoxin B applied on intact normal and 
intact atopic skin induces dermatitis [Strange] 27 (Ja 
Social Class 
Helicobacter pylori antibodies in patients with psoriasis (let 
ter) |[Halasz] 95 (Ja); correction, 616 (Je 
Societies, Medical 
Medical Dermatology Society |Sontheimer| 1373 (No 
Socioeconomic Status see Social Class 
Sodium Hypochlorite 
Severe facial edema following root canal treatment (letter 
[Tosti] 231 (Fe 
Soft Tissue Injuries 
Severe facial edema following root canal treatment (letter 
[Tosti] 231 (Fe 
Soil 
Disseminated ulcerated papules and nodules: cutaneous dis 
seminated sporotrichosis | Ticoras| 963 (Au 
Sparfloxacin 
Case of relapsed leprosy successfully treated with sparfloxa 
cin (letter) [Sugita] 1397 (No 
Specialties, Medical 
Acne therapy: medication use and sources of care in office 
based practice [Stern] 776 (Jy 


Is it reasonable for a dermatologist to treat acne? [Webster] 
819 (Jy); correction, 1135 (Se 
Managed care and dermatology |Arndt} 1029 (Se 
Rx: capitation ... a bitter pill for the near future: 2400 Ameri 
can dermatologists in the year 2000? [Stanton] 387 (Ap 
Specimen Handling 
detection of human T-cell lymphotrophic virus type | in ar 
chival tissue specimens [Wood] 1339 (No 
Spectrum Analysis, Mass 
Comparative percutaneous absorption of lindane and per 
methrin |Franz] 901 (Au 
Spitz Nevus see Nevus, Epithelioid and Spindle Cell 
Spongiosis 
Neutrophilic spongiosis in pemphigus [Hoss] 315 (Mr 
Sporotrichosis 
Disseminated ulcerated papules and nodules: cutaneous dis 
seminated sporotrichosis {Ticoras] 963 (Au 
Staffing and Scheduling see Personnel Staffing and Sched 
uling 
Staphylococcus aureus 
Chronic acneiform eruption with crateriform scars: acne ne 
crotica (varioliformis) (necrotizing lymphocytic follicu 
litis) |Zirn] 1365 (No 
Episodic nontoxic erythema (letter) [Parsons] 1387 (No 
Recurrent toxin-mediated perineal erythema | Manders 
Ja 
taphylococcal enterotoxin B applied on intact normal and 


Ja 


intact atopic skin induces dermatitis [Strange] 27 

Stasis Ulcer see Varicose Ulcer 

Stevens-Johnson Syndrome 

Erythema multiforme with mucous membrane involve 
ment and Stevens-Johnson syndrome are clinically dif 
ferent disorders (letter) |Bystryn] (reply) | Assier| 711 (Je 

Stockings. Compression see Bandages 

Stomatitis, Aphthous 

Granulocyte colony-stimulating factor treatment of cyclic 
neutropenia with recurrent oral aphthae (letter) [Fink 
Puches] 1399 (No 

Streptococcus 

Multiply recurrent cellulitis (letter) [Leicht] 1131 (reply 
|Manders| 1132 (Se 

Streptococcus Group A see Streptococcus pyogenes 

Streptococcus pneumoniac 

Acute onset of bilateral hemorrhagic leg lesions: pneumo 
coccal cellulitis [House] 81 (Ja 

Streptococcus pyogenes 

Group A streptococcal infections: an old adversary reemerg 


ing with new tricks? [Feingold] 67 (Ja 

Stress Fractures see Fractures, Stress 

Stretch Marks 

Topical tretinoin (retinoic acid) improves early stretch marks 
|Kang] 519 (My 

Strongyloides stercoralis 

Disseminated strongyloidiasis in a patient with acquired im 
munodeficiency syndrome (letter) |Kao] 977 (Au 

Strongyloidiasis 

Disseminated strongyloidiasis in a patient with acquired im 
munodeficiency syndrome (letter) [Kao] 977 (Au 

Students, Medical 

Restructuring dermatok 
cal centers affiliated with Case Western Reserve Univer 
sity [Wood] 1085 (Se 

Substance Abuse 

Wound botulism—California, 1995, from MMWR, 123 (Fe 

Sulfasalazine 

Metastatic Crohn's disease: report of 3 cases with special ref 


education at Cleveland medi 


erence to histopathologic findings | Hackzell-Bradley| 928 
Au 

Sulfhydryl Compounds 

Drugs associated with bullous pemphigoid: a case-control 
study |Bastuji-Garin}] 272 (Mr 

Sunburn 

Cutaneous malignant melanoma and sun exposure: recent 
developments in epidemiology |Katsambas| 444 (Ap) 

Telogen alopecia from UV rays (letter) |Camacho] 1398 (Nc 

Sunlight 

Cutaneous malignant melanoma and sun exposure: recent 
developments in epidemiology |Katsambas] 444 (Ap 

increase of melanocytic nevus counts in children during 5 
years of follow-up and analysis of associated factors 
[Luther] 1473 (De 

Prevention and early detection strategies for melanoma and 
skin cancer: current status [Koh] 436 (Ap 

Unilateral solar purpura as a manifestation of asymmetri 
cal photodamage in taxi drivers (letter) [Joshi] 715 (Je 

Sunscreening Agents 

Prevention and early detection strategies for melanoma and 
skin cancer: current statrs [Koh] 436 (Ap 

Superantigens 

Recurrent toxin-mediated perineal ery:hema | Manders| 57 

Ja 

Staphylococcal enterotoxin B applied on intact normal and 
intact atopic skin induces dermatitis [Strange] 27 (Ja 

Suppressor-inducer T-Lymphocytes see T-Lymphocytes, Sup- 
pressor-Inducer 

Suramin 

Keratoacanthomas and skin neoplasms associated with sura 


min therapy (letter) [Kobayashi] 96 (Ja 
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Surgery, Operative 

Factual, not arbitrary, basis for choice of resection margins 
in melanoma |Piepkorn]} 811 (Jy 

Survival 

Organizing your brain and your practice for survival 
|Cornelison| 1117 (Se 

Survival Analysis 

Clinical stage 1A (limited patch and plaque) mycosis fun 
goides: a long-term outcome analysis [Kim] 1309 (No) 

Sweet Syndrome 

Are neutrophilic dermatoses during granulocytopenia re 
ally neutrophilic? (letter) [Misery] (reply) [Aractingi] 832 
ly 

Multiple erythematous tender papules and nodules in an | | 
month-old boy: Sweet syndrome (SS) (acute febrile neu 
trophilic dermatosis) |Hassouna] 1507 (De 

Swine 

Pulsed carbon dioxide laser, trichloroacetic acid, Baker 
Gordon phenol, and dermabrasion: a comparative clini 
cal and histologic study of cutaneous resurfacing in a por 
cine model (letter) [Fitzpatrick] 469 (Ap 

Syphilis 

Nodule on the lip: nodular secondary syphilis | Vibhagool] 
821 Gy 

Outbreak of primary and secondary syphilis—Baltimore City 
Maryland, 1995, from MMWR, 495 (My 


Tacrolimus 
Psoriatic arthritis: new types, new treatments [Ruzicka] 215 
Fe 
Systemic tacrolimus (FK 506) is effective for the treatment 
of psoriasis in a double-blind, placebo-controll- ! study 
[European FK 506 Multicentre Psoriasis Study Group] 
419 (Ap 
Tattooing 
Motivation for tattoo removal [Armstrong] 412 ( Ap) 
Motivation for tattoo removal (letter) [Varma] 1516 (De) 
Skin reflectance-guided laser selections for treatment of deco 
rative tattoos | Haedersdal] 403 (Ap); correction, 818 (Jy 
Treatment of traumatic tattoos with the Q-switched neo 
dymium:YAG laser [Suzuki] 1226 (Ox 
T-Cells see T-Lymphocytes 
Teaching 
Learning ana teaching in dermatology: a practitioner's guide 
[Brodell| 946 (Au 
Role of the part-time physician-teacher in dermatology 
Brodell} 758 (Jy 
Symposia for teaching dermatology to primary care physi 
cians: abstracts presented at the Sixth Winter Meeting of 
the Residency Curriculum Exchange Group, February 13 
1996, Washington, DC [Cruz] 1091 (Se 
Telangiectasis 
Pulsed dye laser treatment of telangiectatic chronic ery 
thema of cutaneous lupus erythematosus (letter) [Nuftez] 
354 (Mr 
Terbinafine 
Acute generalized exanthematous pustulosis induced by ter 
binafine (letter) [Dupin] 1253 (Oc 
Development of green vision in association with terbin 
afine therapy (letter) [Gupta] 845 (Jy 
Terminology see Nomenclature 
Tetracycline 
Adjuvant therapy of pemphigus: an update [Bystryn| 203 
Fe 
Cross-reactivity in fixed drug eruptions to tetracyclines (let 
ter) [Tham] 1134 (Se 
Texas 
Mercury poisoning associated with beauty cream—Texas 
New Mexico, and California, 1995-1996, from MMWR 
1533 (De 
Textbooks 
History of photography in dermatology: milestones from the 
roots to the 20th century [Neuse] 1492 (De 
Thalidomide 
Erosive lichen planus: dramatic response to thalidomide (let 
er) [Dereure| 1392 (Ne 
Therapeutic Equivalency 
Dermatologic formularies in the managed care setting [James 
1120 (Se 
Thorax 
Radial expanding plaque on the chest: eosinophilic pustu 
lar folliculitis (Ofuji’s disease) [Netzer] 341 (Mr 


Usefulness of screening investigations in neurofibromato 


sis type 1: a study of 152 patients |Wolkenstein] 1333 


No 

Thrombocytopenia 

Cutaneous necrosis: heparin necrosis [Whitmore] 

Thrombocytosis 

Perirectal hematoma presenting as purpura | Kane] 

Thrombophlebitis 

Cutaneous necrosis: heparin necrosis | Whitmore} 341 (Mr 

Tibia 

Methotrexate osteopathy in long-term, low-dose metho 
trexate treatment for psoriasis and rheumatoid arthritis 

Zonneveld| 184 (Fe 
Tick-Borne Diseases 
Lyme disease, United States, 1995, from MMWR, 1412 (Ne 





Tis ca 

Tinea corperis resembling dermatophyte colonies on Sab- 
ouraud’s agar in a patient with the human immunodefi- 
ciency virus (letter) [Schmitt] 233 (Fe) 

Tinea Pedis 

Acute generalized exanthematous pustulosis induced by ter- 
binafine (letter) [Dupin] 1253 (Oc) 

Cutaneous findings in Gulf War veterans (letter) [Krivda] 
846 (Jy) 

Tinea Versicolor 

Cutaneous findings in Gulf War veterans (letter) [Krivda] 
846 (Jy) 

Tissue-Type Plasminogen Activator see Alteplase 

Toes 

Acquired clubbing of the great toenail: digital mucosal cyst 
(pseudocyst) [Karte] 223 (Fe) 

Antifungal pulse therapy for onychomycosis: a pharmaco- 
kinetic and pharmacodynamic investigation of monthly 
cycles of l1-week pulse therapy with itraconazole 
[De Doncker] 34 (Ja) 

Psoriatic onycho-pachydermo-periostitis: a variant of pso- 
riatic distal interphalangeal arthritis? |Boisseau-Garsaud] 
176 (Fe) 

T > phy, Emi i C r d 

Early detection of melanoma metastasis using fludeoxyglu- 
cose F 18 positron emission tomography [Boni] 875 (Au) 

Whole-body positron emission tomography: an accurate stag- 
ing modality for metastatic melanoma (letter) [Boni] 833 
Jy) 

Tomography, X-ray Computed 

Whole-body positron emission tomography: an accurate stag- 
ing modality for metastatic melanoma (letter) [Boni] 833 (Jy) 

Torulopsis see Candida 

Toxic Shock Syndrome see Shock, Septic 

Toxins 

Multiply recurrent cellulitis (letter) [Leicht] 1131 (reply) 
[Manders] 1132 (Se) 

Training Programs see Education 

Training Suppor 

Impact of managed care on graduate medical education and 
academic medical centers |Bolognia| 1078 (Se) 

Role of the part-time physician-teacher in dermatology 
[Brodell] 758 (Jy) 

Transduction, Genetic 

Keratinocytes as a target for gene therapy: sustained pro- 
duction of erythropoietin in mice by human keratiao- 
cytes transduced with an adenoassociated virus vector 
[Descamps] 1207; (clinical implications) [Mansur] 1211 
(Oc) 

Transforming Growth Factor a 

Less than human, more than human: the use of mouse mod- 
els in dermatologic research [King] 508 (My) 

Transforming Growth Factor B 

Expression of interleukin-4 in scleroderma skin specimens 
and scleroderma fibroblast cultures: potential role in fi 
brosis [Salmon-Ehr] 802 (Jy) 

Transgenes 

Less than human, more than human: the use of mouse mod 
els in dermatologic research [King] 508 (My) 

Trauma 

Treatment of traumatic tattoos with the Q-switched neo- 
dymium:YAG laser [Suzuki] 1226 (Oc) 

Tretinoin 

Acne therapy: medication use and sources of care in office- 
based practice [Stern] 776 (Jy) 

Is it reasonable for a dermatologist to treat acne? [Webster] 
819 (Qy); correction, 1135 (Se) 

Telogen alopecia from UV rays (letter) |Camacho] 1398 (No) 

Topical tretinoin (retinoic acid) improves early stretch marks 
[Kang] 519 (My) 

Triamcinolone 

Comparison of dermatologists and generalists: manage- 
ment of childhood atopic dermatitis [Resnick] 1047 (Se) 

Herpetic trigeminal trophic syndrome: treatment with acy- 
clovir and sublesional triamcinolone [Shea] 613 (Je) 

Trichloroacetic Acid 

Pulsed carbon dioxide laser, trichloroacetic acid, Baker 
Gordon phenol, and dermabrasion: a comparative clini 
cal and histologic study of cutaneous resurfacing in a por 
cine model (letter) [Fitzpatrick] 469 (Ap) 

Trichoepithelioma, Desmoplastic 

Distinctive annular facial plaque: desmoplastic trichoepi 
thelioma |Punwaney] 1239 (Oc) 

Trigeminal Nerve 

Herpetic trigeminal trophic syndrome: treatment with acy- 
clovir and sublesional triamcinolone [Shea] 613 (Je) 

Tropism 

Human papillomavirus in nonmelanoma skin cancer? the 
phylogenetic tree of the papillomavirus family is not yet 
complete! (letter) [Hopfl] 834 (Jy) 

Tuberculosis 

Slow growing lesion on the face: lupus vulgaris [Moiin} 81 
Qa) 

Surveillance of tuberculosis and AIDS co-morbidity— 
Florida, 1981-1993, from MMWR, 377 (Ap) 

Tuberculosis, Cutaneous 

Detection of mycobacterial DNA in the skin: etiologic in- 
sights and diagnostic perspectives |Degitz] 71 (Ja) 

Mycobacterium tuberculosis DNA in papulonecrotic tuber 
culid (letter) [Baselga] 92 (Ja) 











Tuberous Sclerosis 
Lightly pigmented facial papules of variable size: tuberous 
sclerosis complex (TSC) |Costarangos] 1105 (Se) 


U 


U 

Widespread papules and nodules in a Ugandan man with 
acquired immunodeficiency syndrome: African blasto 
mycosis [Cohen] 821 (Jy) 

Ulcer 

Herpetic trigeminal trophic syndrome: treatment with acy- 
clovir and sublesional triamcinolone [Shea] 613 (Je) 

Idiopathic hypereosinophilic syndrome [Weller] 583 (My) 

Persistent perineal ulcerations: erosive herpes simplex 
[Dietrich] 81 (Ja) 

Treatment of acyclovir-resistant perianal herpetic ulcer 
ation with intramuscular interferon alfa |[Borrego) 1157 
(Oc) 

Uh y 

Use of high-frequency ultrasound as a method of assessing 
the severity of a plaque of psoriasis [Gupta] 658 (Je) 

Usefulness of screening investigations in neurofibromato 
sis type 1: a study of 152 patients [Wolkenstein] 1333 
(No) 

Ultraviolet Rays 

Actinic keratoses: the bald facts (letter) [Long] 1132 (Se 

Increase of melanocytic nevus counts in children during 5 
years of follow-up and analysis of associated factors 
[Luther] 1473 (De) 

Pigmented lesions in actinically damaged skin: histopatho 
logic comparison of biopsy and excisional specimens 
'Somach] 1297 (No) 

Prevention and early detection strategies for melanoma and 
skin cancer: current status [Koh] 436 (Ap) 

Scaly erythematous lesion in a patient with extensive solar 
damage: malignant melanoma in situ, amelanotic type 
[Prieto] 1239 (Oc) 

Telogen alopecia from UV rays (letter) [Camacho] 1398 (No) 

Unilateral solar purpura as a manifestation of asymmetri- 
cal photodamage in taxi drivers (letter) [Joshi] 715 (Je) 

Ultraviolet Therapy 

Circulating skin-homing T cells in atopic dermatitis: selec 
tive up-regulation of HLA-DR, interleukin-2R, and CD30 
and decrease after combined UV-A and UV-B photo 
therapy [Piletta] 1171; (clinical implications) [Cooper] 
1177 (Oc) 

Hepatitis C virus in dermatology (letter) [Fisher] 1247 (Oc 

United Kingdom see Great Britain 

United States 

Case-control study of HIV seroconversion in health-care 
workers after percutaneous exposure to HIV-infected 
blood—France, United Kingdom, and United States, Janu 
ary 1988-August 1994, from MMWR, 250 (Mr) 

Lyme disease, United States, 1995, from MMWR, 1412 (No 

Survey of knowledge of and awareness about melanoma— 
United States, 1995, from MMWR, 747 (Jy) 

United States Food and Drug Administration 

Cosmeceuticals: a proposal for rational definition, evalua 
tion, and regulation [Vermeer] 337 (Mr) 

United States Health Care Financing Administration 

Future of Medicare: their plans, your practice, Medicare re 
form, and how it will affect the practice of dermatoiogy 
[Drake] 1094 (Se) 

Up-Regulation (Physiology) 

Circulating skin-homing T cells in atopic dermatitis: selec 
tive up-regulation of HLA-DR, interleukin-2R, and CD30 
and decrease after combined UV-A and UV-B photo 
therapy [Piletta] 1171; (clinical implications) [Cooper] 
1177 (Oc) 

Upregulation see Up-Regulation (Physiology) 

Urinalysis 

Abnormal urinary coproporphyrin levels in patients in 
fected by hepatitis C virus with or without human im 
munodeficiency virus: a study of 177 patients [Cribier] 
1448 (De) 

Urticaria 

Development of green vision in association with terbin 
afine therapy (letter) [Gupta] 845 (Jy) 

Idiopathic hypereosinophilic syndrome | Weller] 583 (My) 

Latex allergy: review of 44 cases including outcome and fre- 
quent association with allergic hand eczema [Taylor] 265 
(Mr) 

Serious adverse reactions induced by minocycline: report 
of 13 patients and review of the literature [Knowles] 934 
(Au) 

Urticaria Pigmentosa 

Diffuse cutaneous mastocytosis: treatment with oral psor 
alen plus UV-A [Mackey] 1429 (De) 

Utah 

Persistent lack of detectable HIV-1 antibody in a person with 
HIV infection—Utah, 1995, from MMWR, 873 (Au) 


Vancomycin 

Bullous drug eruption treated with amputation: a challeng- 
ing case of vancomycin-induced linear IgA disease 
[Bitman] 1289 (No) 


Vaporization, Laser see Laser Surgery 
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Variable Number of Tandem Repeats 

Morbilliform eruption in a liver transplantation patient 
{Connors} 1161 (Oc) 

Varicella-Zoster Virus see Herpesvirus 3, Human 

Varicose Ulcer 

Maggot therapy for venous stasis ulcers [Sherman] 254 (Mr) 

Vascular Endothelium see Endothelium, Vascular 

Vasculitis 

Detection of antineutrophil cytoplasmic antibodies in pa 
tients with hepatitis C virus-induced cutaneous vasculi 
tis with mixed cryoglobulinemia (letter) [Romani] 974 

Au) 

Erythema elevatum diutinum associated with IgA parapro- 
teinemia successfully controlled with intermittent plasma 
exchange [Chow] 1360 (No) 

Livedoid vasculitis: response to low-dose danazol |Hsiao] 
749 (Jy) 

Metastatic Crohn's disease: report of 3 cases with special ref- 
erence to histopathologic findings | Hackzell-Bradley] 928 
(Au) 

Venous Thromb see Thrombophlebitis 

Verruca see Warts 

Vinblastine 

Treatment of Kaposi's sarcoma [Tur] 327 (Mr) 

Vulva 

Unilateral perianogenital papulokeratotic lesion: inflamma- 
tory linear verrucous epidermal nevus (ILVEN) 
|OprSalova] 1507 (De) 





War 

Cutaneous findings in Gulf War veterans (letter) [Krivda] 
846 (Jy) 

Warfarin 

Complications of cutaneous surgery in patients who are tak- 
ing warfarin, aspirin, or nonsteroidal anti-inflammatory 
drugs [Otley] 161 (Fe) 

Warts 

Cimetidine therapy for recalcitrant warts in adults [Glass] 
680 (Je) 

Clinicopathologic findings in the Bannayan-Riley 
Ruvalcaba syndrome [Fargnoli] 1214 (Oc) 

Edentulous woman with warty lesions: lipoid proteinosis 
{Cannata] 1239 (Oc) 

Water Loss, Insensible 

Functional analyses of the stratum corneum in scars: se 
quential studies after injury and comparison among ke- 
loids, hypertrophic scars, and atrophic scars [Suetake] 
1453; (clinical implications) [Elias] 1458 (De) 

Signaling networks in barrier homeostasis: the mystery wid- 
ens [Elias] 1505 (De) 

Wegener Granulomatosis 

Detection of antineutrophil cytoplasmic antibodies in pa- 
tients with hepatitis C virus-induced cutaneous vasculi- 
tis with mixed cryoglobulinemia (letter) [Romani] 974 
(Au) 

Weight Lifting 

Topical tretinoin (retinoic acid) improves early stretch marks 
[Kang] 519 (My) 

Women 

Annular lesions in a black woman: annular lichen planus 
(LP) [Boyd] 1105 (Se) 

Violaceous rash of dorsal fingers in a woman: chiiblain lu- 
pus erythematosus (perniosis) [Fisher] 459 (Ap) 

Woringer-Kolopp Disease 

Mycosis fungoides palmaris et plantaris (letter) [Smoller] 
(reply) [Resnik] 468 (Ap) 

Wound Healing 

Functional analyses of the stratum corneum in scars: se- 
quential studies after injury and comparison among ke 
loids, hypertrophic scars, and atrophic scars |Suetake] 
1453; (clinical implications) [Elias] 1458 (De) 

Management of vicers with exposed Achilles tendon using 
occlusive dressings |Omidi] 1007 (Se) 

Pulsed carbon dioxide laser, trichloroacetic acid, Baker- 
Gordon phenol, and dermabrasion: a comparative clini- 
cal and histologic study of cutaneous resurfacing in a por- 
cine model (letter) [Fitzpatrick] 469 (Ap) 

Signaling networks in barrier homeostasis: the mystery wid- 
ens [Elias] 1505 (De) 

Wounds and Injuries 

Chronic finger dermatitis after trauma: posttraumatic ec- 
zema with allergic contact dermatitis to neomycin, baci- 
tracin, and topical corticosteroids |Sherertz] 459 (Ap) 

Wound botulism—California, 1995, from MMWR, 123 (Fe) 

Wounds, Penetrating 

Treatment of traumatic tattoos with the Q-switched neo- 
dymium:YAG laser [Suzuki] 1226 (Oc) 


x 


Xanthogranuloma, Juvenile 

Juvenile xanthogranuloma, neurofibromatosis 1 , and juve- 
nile chronic mveloid leukemia (letter) [Gutmann] (re- 
ply) [Zvulunov] 1390 (No) 

Juvenile xanthogranuloma, neurofibromatosis, and juve- 
nile chronic myelogenous leukemia (letter) [Zvulunov] 
712 Je) 

X-ray, Diagr see 




















